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M’ADOO RECOMMENDS 
EXTENSION OF PERIOD OF 
. 
U. S. CONTROL OF R. R. 


THOUSANDS OF*? e m a n d Chile 


U.S.SOLDIERS ARE 
p " 
u Se" /e 
their Troubles 
WELCOMED HOME 


Five Year* Necessary P r e si dent Will 
Address T 
On Battle Front 


to Carry Out Pres­ 
ent Program 


WASHINGTON, Dec. 12.— Ex­ 
tension of the period of govern­ 
ment control of railroads for five 
years until January I, 1924, was 
recommended to congress tonight 
by Directer General McAdoo. Ad­ 
vantages of this, 
Mr. 
McAdoo 
said, are that it would take the 
railroad question out of politics 
for the present, give time for car­ 
rying out an extensive program of 
improvements and provide oppor­ 
tunity for a fair test of unified 
control to indicate the permanent 
solution of the railroad problem. 
The president haji given me per­ 
mission to say this conclusion ac­ 
cords with his own view of the 
matter, Mr. McAdoo ^m’cluded. 
The letter was 
addressed 
to 
Senator SiffTTTi of South Carolina 
and Representative Sims, chair­ 
man, respectively of the senate 
and house interstate 
commerce 
committees. Mr. McAdoo, explain­ 
ed that to continue government 
operation for twenty-one months 
after formal declaration of peace 
under present conditions 
would 
mean disruption of morale among 
employes and officers and could 
not enable the government to go 
ahead with 
improvements 
and 
purchase of equipment. Another 
alternative, the prompt return of 
the railroads to private 
control 
without 
legislation 
to 
permit 
^elimination of the old 
wasteful 
^•competition, would bb 
“ hurtful 
alike to the public Interest and to 
the 
railroads 
themselves,’’ 
he 
said, and the dTTflculty of obtain­ 
ing immediate legislation provid­ 
ing a permanent solution is ap­ 
parent. 
Take Qucifion Oat of Politics. 
“There is one and to my mind 
only one, practicable and wise al­ 
ternative,” Mr. McAdoo continu­ 
a l, “and that is to extend the per­ 
iod of federal control from the 
one year and nine months provid­ 
ed by the present law to five years 
or until the first day of January. 
r * I 9 2 4. This extension would take 
the railroad question out of pol­ 
itics for a reasonable period. It 
would give composure to railroad 
officers and employes. 
It would 
admit of the preparation and car­ 
rying out of a comprehensive pro­ 
gram of improvements of the rail­ 
roads and their terminal facilities 
which would immensely 
increase 
the efficiency of the transporta­ 
tion machine. 
“It would put back of the rail­ 
roads the credit of 
the 
United 
States during the five yenr period 
so the financing of these improve­ 
ments could be successfully car­ 
ried out .It would offer the neces­ 
s ity 
opportunity 
under 
proper 
conditions to test the value 
of 
unified control and the experience 
thus gained would of Itself indi­ 
cate the permanent solution 
of 
the railroad problem. 
Only Practicable Methods. 
“ The American people have a 
right to this test. They should not 
deny it. 
It is to their interest 
that it should be done. To 
my 
opinion it is the only practicable 
and rerfsotiu*Te met hoi! of deter­ 
mining the right solution of this 
grave economic problem. 
“The railroads have been oper­ 
ated for the past year with the 
purpose of serving efficiently the 
paramount needs of the war and 
at the same time furnishing the 
hest possible service to the pub­ 
lic. I have formed no opinion my­ 
self as to what is the best dispo­ 
sition of the railroad problem be­ 
cause the test has not been suffic­ 
ient to 
prove 
conclusively 
the 
light solution of the problem. I 
believe that a five year teat will 
give the American people 
the 
right answer. An ounce of exper­ 
ience Is worth a ton of theory. 
“There are those who may say 
that an extension of five years for 
such a test will moan government 
ownership. Personally I do not be­ 
lieve it. Rut whether such a test 
would Indicate the ultimate solu­ 
tion shall be government owner­ 
ship or a modified form of 
pri­ 
vate ownership 
under 
effective 
federal 
regulation 
should 
not 
cause us to hestitate or refuse to 
act.” If congress does not extend 
the time for government control 
said Mr. McAdoo the 
railroads 
should ’be 
returned 
to 
private 
management at tho “earliest pos­ 
sible moment.” 
Many Difficulties. 
Practical 
difficulties 
of 
con­ 
tinuing 
government 
operation 
under existing industry, he point­ 
ed out, are the growing conflicts 
of authority between 
state and 
federal jurisdiction inadequacy of 
the half billion dollar revolving 
fund for financing Improvements, 
inability to force railroads to pay 
for cars and locomotives without 
litigation; and to require termi­ 
nal improvements. 
President Wilson In his recent 
address to congress said lie was 
unable to decide what should be 
done with the railroads and asked 
congress to take up the (ideation 
for discussion inimedi:«r»*y. 
He 
declared that unless action 
was 
forthcoming he would be forced 
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PARIS, Dec. l l . — (By The As- 
i sociated 
Press.)— The 
address 


J which President Wilson will make 
I to the American troops probably 
i as soon after his arrival In France 
! as possible is expected to be one 
I of the most Important delivered 
during his stay in Europe, and is 
being looked forward to by Eu­ 
ropeans, who hope to gain from it 
a more definite idea of the pres- 
tdent’ i exact position 
regarding 
numerous 
vital 
points. 
It 
is 
considered 
undoubted 
that the 
president will make his speech at 
the American front, but at what 
place has not been determined. 
The president it is announced 
will visit devastated districts In 
France and altho 
the 
present 
plans are tentative all depending 
upon his personal wishes, the trip 
may take him into former German 
territory. 
Visits to 
Metz 
and 
Strassbourg are extremely prob­ 
able. 
President Wilson 
will 
lunch 
with President Poincare on Satur­ 
day soon after his arrival. 
The 
plans for Sunday have not been 
known. 
On Monday 
President 
Wilson will hold a reception in 
the Paris city hall to w'hich a host 
* of officials have been invited. 
I 
The Associated Press is In a 
position to state definitely 
that 
President Wilson will visit Italy 
but no date has been fixed. 
A hundred invitations or more 
for the president to visit various 
, places in France and 
the 
allied 
i countries are being received daily. 
Naturally these are being held 
pending the coming of France’s 
distinguished guests. 
It is con­ 
sidered hardly likely 
that 
the 
president will attend u great num­ 
ber of functions in Paris, as he 
will unquestionably need all the 
time possible to attend to the ur­ 
gent business which brings him to 
Europe. 


Y anks Given Rousing 
Reception By N ew 
Y orkers 


WASHINGTON, Dec. l l . — All 
South 
American countries 
have 
been asked by the United States 
to join in its suggestion to Chile 
and Peru that 
the 
interests of 
Pan-American unity 
demand an 
amicable settlement of their con­ 
troversy over 
the 
provinces of 
Tacna and Arica. 
A cting Secre­ 
tary Poulk of the 
sta te depart­ 
ment announced 
this 
today ex­ 
plaining that it had been erron­ 
eously reported 
that Argentina 
alone had been approached on the 
subject. 
, Acting Secretary Poulk made it 
clear that the 
American govern­ 
ment was not offering its good of­ 
fices to compose the trouble be­ 
south American 


NEW YORK. 
Dec. 
l l . — Wel­ 
com ed home as heroic sons of the 
ration, 7,740 more soldiers, sail­ 
ors, marines and aviators repre­ 
senting virtually every state in 
the union entered fog-bound New 
York harbor today on 
six 
I tween the two 
______ 
transports from Europeani ports. I repUfo]jC8 but at the 
sam e time 
The tales these men told abou 
be known that lf such good 
one another were narrations o 
I o 
f 
f 
were 
requested 
they 
American high courage on * 
; would be extended promptly. This 
battlefields, on the open RRas a 
{information was conveyed to all 
in the air 
Hundreds of 
e 
_ ■ >the South American republica with 
maimed for life by 
r«‘ | tho 
tfon 
that 
each make 
ce lle d in some of the war s heav-, 
representations 
to both 
lest fighting.were-hurried to ' h°R-jc h n e and ^ 
pitais and the' ®the™ 
h ® i pmfl 
Officials explained that Peru’s 
cam us where they will ne demo- 
, 


M,,7e" 
f T 
o , r , . r A T but Io fT h e 1 
°of Ute S 
i 
they'' r im s hark as men. either S ta te sm ig h t simply be a misinter- 
wounded or sound. 
,2* 
* 
P 
The wounded included soldiers ni f 1 s note, 
w ho had walked 
with 
crutches! 
W hile the main endeavor 
now 
w hen their ships 
sailed 
from 
8 to end the present strained re- 
Europe and who, made exultant . lations between Chile and Peru, it 
by 
their 
home 
coming, tossed was said at 
the department that 
their props 
aside 
and 
declared the 
occasion 
may 
arise 
for a 
them selves “cured” as if by the final settlement of the dispute by 
miracle of their return. 
Here was the carrying out of the provisions 
a man with a jaw shot away— and i of the treaty of Ancon signed in 


Value of Farm 
Crops Largest 
In U.S. History 


WASHINGTON, 
Dec. 
l l . — 
W ith a total value of 
$1 2,272,- 
412,000 
the 
nation’s 
principal 
farm crops this year were worth 
m ore based on 
prices 
paid 
to 
farm ers December I, than in any 
year in the TfjlSTory of American 
agriculture. December crop 
esti­ 
mates today of the department of 
agriculture 
showed 
that 
this 
year’s total exceeds that of the 
former 
record 
year 
1917 
by 
$014,380,000. There also was a 
marked increase in acreage 
the 
355,895,722 total exceeding that 
of last year by 10,700,000 acres. 
These crop figures were looked 
upon with satisfaction by officials 
as showing that the nation will be 
In even better position to fill its 
pledge of twenty million tons of 
food stuffs to Europe next year 
than had been expected. Most of 
the crops are larger than the five 
year average and some of them 
established records 
particularly 
spring wheat, barley, rye and to­ 
bacco. Corn fell below 
the five- 
year average. Today’s estimates 
placed the crop at 
166,384,000 
bushels less than forecast in No­ 
vem ber with a total of 2,582.81 4,- 
000 bushels. That is almost half a 
billion bushels 
less 
than 
last 
year’s record crop. 
The wheat crop Is larger 
than 
the tflve year average and almost 
300.000.000 bushels larger than 
la«d year’s crop but it Is more than 
100.000.000 bushels smaller than 
the record crop of 1915. 
Almost all of tho crops wean 
a man with a jaw shot away— ana 
«.«*« 
»i«ueu ... 
h, 
than in 
haopy in bl* e x e c u t io n of re- IM * by the 
two ,r®p “ bl;“ “"d I previous year became cf the high 
joining his wife 
anti 
children, .caning for a plebiscite in 
he dis- , £ l c “ pai(, , o 
Corn 


I value were more than three and 
to 


DAY OF ISOLATION IN 
1 
ll. S. HAS PASSED 


Sa .va Secretary Daniels In Speech 
At 
Banquet 
In 
lialtlmore-r- 
('‘Hint y 
Must 
Concern 
J/->elf 
With World-Whle Problems. 


There was a man with both feet puted 
provinces 
gone amputated by surgeons after!their deposition. 
the bones had been splintered by I 
The American government was ; 
billions hay and cotton 
German shells in the bloody A-- represented as being particularly > mORt 
^ ____ 
gonne forest, but glad, he said, desirous that 
conditions 
in the 
that he had served country ani western 
hemisphere during 
the 
flag regardless of the 
cost 
to meeting of the peace conference 
himself. 
Other men had met with at Paris. 
The Tacna and Arica 
a 
different 
misfortune; 
these dispute, it was said, is the only 
Woro unable to discern the tor*h serious disagreement now existing 
which the S t a t u e of Liberty held in the western world. 
high above the busy harbor and 
------------------------------- 
m oving troops. 
And there were 1 
others who could not hear the | 
port •’s whistles and the air raid 
sirens which shrieked their wel­ 
com ing demonstration. 
M*»nv of 
these men had eaten their Thanks­ 
giving dinners an ship board and 
w ere glad they were home i" time 


ANTI-WAR WORK OF 
SOCIALISTS REVEALED 


CHICAGO. Dec. l l . — Evidence 
to show the planning of an under­ 
ground railway to Mexico so that 
to hare their Christmas dinners dfaft evader8 migh‘t seek >anclu; i Influent epidemic is by^ g . m eans 
In 1 1elr homes. 
ary In the southern republic that ebbed and tha 
p 
T i ." - 
. 
- a 
eKorta 
w o k made to form anti- 
All who returned t 
i 
war Socialistic societies at Camp 
not in military or naval service 
____ _ 


one-half billion dollars, wheat al- 


m ore thr* a'billion 
one-half 
and oats more than a billion. 


Influenza Wave 
Not Yet Over Says 
Surgeon General 


WASHINGTON. 
Dec. 
l l . — 
A 
warning to the country that the 


BALTIMORE. Md., Dec. l l . — 
“The day of isolation in the Unit­ 
ed States has passed for good or 
ill, and I profoundly believe it Is 
for good. This republic must con­ 
cern itself with 
every 
problem 
that touches the people of every 
portion of the world,” declared 
Secretary of the Navy Daniels in 
an address at a 
banquet 
giver), 
here tonight 
by 
the 
Southern 
Commercial congress in honor of 
the diplomatic representatives of 
the nation’s associated with 
the 
United States in the world w f/. 
The secretary said that the Mon­ 
roe Doctrine would always abide 
as a pillar of cloud by day and a 
pillar of fire by night, but our in­ 
terests, he added, “ while close are 
to be made still more 
intimate 
and cordial with other American 
republics and must embrace the 
welfare of men in every clime and 
under every sky.” 
Referring to the peace congress 
Secretary Daniels said the Ameri­ 
can representatives would 
insist 
upon such provisions in the treaty 
as will give the sm aller the same 
rights that greater nations 
will 
enjoy and the elimination of any 
measures that may produce irri­ 
tation and make possible another 
war. “ We look for sound defini­ 
tions and perfect safeguards for 
the freedom of the seas and such 
a league of nations or'high tribu­ 
nal with powers to enforce 
de­ 
crees as will give to all people the 
security from the danger of war 
as will enable theft) to work out 
their'own destiny and secure en­ 
large prosperity,” 
the secretary 
added on this point. 


HELP THE WAR NUFFER KRS 
New' York, Dec. l l . — A procla­ 
mation by President Wilson call­ 
ing upon the people of the United 
State to contribute money to sus- 
stain the Armenian, Syrian, Greek 
and 
other 
war sufferers in the 
Near East during the winter was 
made public here today 
by 
tho 
American committee for Armen­ 
ian and Syrian rtdlef. 
This com­ 
mittee 
with the American con - 
mltteo 
for relief 
in 
the 
Near 
East will conduct a campaign to 
raise a minimum of $30,000,000 
from January 12 to 19, to finance 
this relief project which 
is 
ap­ 
proved 
also by the French gov­ 
ernment. 
The president’s procla­ 
mation is 
dated 
at 
the white 
house Nov. 9th. 


Grant and other army posts and 
a r t u s , n * n « ^ 
Jsimilar activities all designed to 
Y. \\ 
O. A. g^r 
‘ embarrass the United States in the 
T S o J K S . ? oP“ 
r U i h e n . r<l pro.ecut.on C h e war. w a, prom- 
fold Ie” ’ morale while under fir .j'f! 1 *>/ Jo™ !* F ' ™ 1"*; 
»»- 
and chaplain, who had 
risked J1" * ” * United State, district al­ 
t h e a live,, aided American 
c o 
n 
- 1 ?rney In hi, opening address to 
U nbent, in destroying 
German tim jury at 
trial 
today of five 


m 
a c h i n e e n nests. 
S 
t o 
r i e s 
w i t h - Socialist leader, here 
out cumber were told by troo-.s 
Fleming finished 
his re- 
w ho themselves had survived th e marks Just as court adjourned and 
w ar’s dangers and spoke modest- << f expected that som e testimony 
iv of that fact 
1 
be heartl tomorrow. 
The de- 
Illustrative of Yankee heroism fense announced 
that two of its 
was the account given of U a p t a i n attorneys, Secretary Meyer Sted- 
C 
E Cl axel) rook of W 
a s h i n g t o n , man and Henry B. Coehems will 
D C 
a member of the 12th field address the jury the latter speak- 
artillerv. 
Shot in the lung, gass- ing as special counsel for Victor 
eel 
wounded In the leg. removed Berger. 
Socialist, 
congressman- 
to a hospital, Uaptain Glazebrook, I elect of Milwaukee. 
Mr. Stedman 
arrivals say, stole away from bis will represent the interests of J. 
cot, assembled a uniform, attached 
a captain’s bars, climbed thru a 
window, rode thirty six hours on 


Lewis Engdahl, 
W. 
F. Cruise, 
Adolph Gerrner and Rev. Irwin Bt. 
John Tucker. 
W I ll ll vs Vt f I UUv VI* »* v J *■ * 
** 
I 
an army truck without letting h is1 
The jury was completed at the 
companions know of his condition start 
of 
the afternoon 
session 
and entered action In the Amerl- with Fred Harford, a farmer of 
can advance on the 
St. 
Mihiel Verona, 111., as the occupant of 
salient. 
Four days 
later 
once seat No. 12. 
He was the thirty- 
m ore gassed he was back in the eighth man to be examined. 
Six 
sam e hospital. 
Asked about this were challenged 
by 
the govern- 
incident, Captain Glazebrook said: ment, eight 
by the defense and 
“The chief surgeon 
gave 
me twelve were dismissed for cause, 
hell. 
‘If you don’t die’ he said, it is expected that several weeks 
‘and you probably will, you will will be needed to present the tas­ 
t e court martialed,’ but outside timony. 
the door I heard him laugh and I 


REMOUNT NTtK’K ON HAND 
Washington, 
Dec. l l . — Army 
remount slock on hand when the 
armistice 
was 
signed 
Included 
477,262 
animals, a war depart­ 
ment report issued today show*, 
Of these 113.725 
were 
calvary 
and riding horses, 186 348 draft 
horses. 14 461 1 draft mules and 
17,2 98 pack and riding mules th e, 
remainder being unclassified. 


knew it was all right.” 
Many Stories Told. 
Behind the crosses 
of 
war 
which many of the returned sol­ 
diers wore— gifts from the French 
government — lie 
incidents 
of 
doughboy grit and sacrifice which 
parallel the Incredible 
and 
the 
telling of which would fill pages 
of newspapers. 
Some of the sol­ 
diers and marines described their 
mistrust for the Germans who 
cried “Kamerad” and who were 
killed in their tracks after treach­ 
erous 
activities. 
Sailors 
spun 
yarns of battles with submarines. 
Aviators 
explained 
how 
they 
tempered their disappointment at 
not reaching France by bringing 
down enemy planes during raids 
on England. 
Trophies 
of 
war 
cam e home on the transports, the 
Adriatic and Ascanlus 
(British) 
and the 
Tenadores, 
Kroonland, 
Ualamares, and the Hospital ship 
Mercy (American.) 
Three Ger­ 
man helmets, 
German 
machine 
guns and German belts with the 
unfulfilled “Gc-tt Mit 
U h s ” cap­ 
tion. 
These possession the cap­ 
tors displayed with pride second 
only to that which they displayed 
In telling of brave acts performed 
by particular comrades. 


EXPLOSION KILLS 
SIX O F CREW 
WASHINGTON, 
Dec. l l . — Six 
men of tile crew of the Armored 
Cruiser Brooklyn were killed and 
thirty others injured, Borne seri­ 
ously in an explosion of coal dust 
aboard the vessel last Monday ut 
Yokohama, Japan w here she was 
coaling. 
The 
navy 
department 
was 
so Informed today in a des­ 
patch from the commanding offi­ 
cer 
of the Asiatic Fleet of which 
the Brooklyn was flagship. 
(Leonard C. Carter of 
Musca­ 
tine, 
Iowa, and 
Raymond 
W. 
Buddy, Independence, Mo., 
were 
included In tile 
list 
of 
injured 
men. 
The 
navy department's report 
said the Brooklyn was not dam­ 
aged and that a court of 
inquiry 
had been called to investigate the 
explosion 
which was in several 
compartments on the berth deck 
and in the ship’s 
bunkers. 
No 
cause was assigned. 


cautions 
against 
the 
disease 
should be taken was issued to­ 
night by Surgeon General Blue of 
the Public Health Service. 
Reports received by the service 
show a recrudescence of the dis­ 
ease practically from one end of 
the country to the other and in 
his statement Dr. Blue 
advised 
the closing of public schools on 
the first sign of the reappearance 
of the epidemic. 
He said the dis­ 
ease apparently now tended to oc­ 
cur more frequently among school 
children. 
“Our main reliance.” Dr. Blue 
said, “must still be the observ­ 
ance of precautions by the Indi­ 
vidual person. 
He should cover 
up his coughs and sneezes and in­ 
sist that others do the sam e.” 
Information reaching the public 
health service show that in Cali­ 
fornia increases in the number of 
cases are reported from San Fran­ 
cisco and many other cities. 
In­ 
diana reports no improvement in 
the situation except that the cuses 
are milder while in Iowa there has 
been a marked Increase in the 
num ber of cases. 
Kentucky reports 
a 
decided 
recrudescence in Louisville 
and 
som e of the large towns of the 
state, While Ohio reports increas­ 
ed numbers of cases 
in 
cities. 


GREAT BRITAIN 
HEAVILY IN DEBT 
TO UNITED STATES 


Financial 
Question 
Grave Says Colonel 
Churchill 


DUNDEE, 
Scotland, T u esday, 
Dec. IO.— Colonel Winston Spen ­ 
cer Churchill, minister of m u n i­ 
tions, 
speaking here today em ­ 
phasized the 
impossibilities 
rf 
coercing 'Ulster in the m atter 
of 
home rule for Ireland and 
said 
that the present government 
is 
anxious' that 
the 
problem 
be 
solved as soon as possible. 
Col. 
Churchill said: ‘‘Before t h e war 
we had reached a 
definite 
ar­ 
rangement 
with the leaders 
of 
the nationalist party that 
Ulster 
was not to be coerced. 
It never 
was the policy of the late Liberal 
government to fake coercive steps 
in Ireland. 
Why 
do 
not 
the 
Irish leaders come forward 
now 
and take up tho burden 
o f 
re­ 
sponsibility of government 
with­ 
in the British empire? 
W h y do 
not they by a spontaneous feel­ 
ing of comradeship win U lster? 
“The government is m ost anxi­ 
ous that th e Irish question 
he 
pressed forward vigorously to a 
solution. 
'Great Britain g o e s to 
the peace conference ready to be­ 
stow 
self-government 
o f 
ire­ 
land. 
It is only the quarrels and 
disputes of the Irishmen 
them ­ 
selves thant prevent a so lu tio n of 
the great question,” 
Speaking of fiscal m atters. Col. 
Churchill 
said: 
“The financial 
question is becoming increasingly 
grace. 
W e are heavily in d eb t to 
the United States. 
We h a v e sent 
to America £400,000.000 i n bul­ 
lion and from 
£800,000,0 00 
<o 
£1,000,000,000 securities 
which 
had been gathered as a r e s u lt of 
two generations 
of 
prosperous 
trade. 
“The payment of interest 
on 
that debt and the loss of interest 
on securities previously h e ld will 
Impose a very serious b urden in 
coming y ea r s.” 


WAR BILL OF ALLIES 
AGAINST GERMANY 
HUNDRED BILLIONS 


Chevrons For 
Whole of 
Country’s 
Soldiers Who 
\ W eaU h N o t Enough 
1. 
. m w 
Says Lloyd-George 
Stayed at Home 


BULLETINS 


I 
COPENHAGEN, Dec. l l . — Ac­ 
cording to 
reports from 
Berlin 
to refuse to send foodstuffs to Ger 
to refuse to send fodstuffs t o Ger­ 
many until 
a demand t h e y are 
said to have made for the d isso lu ­ 
tion of tho soldiers’ and 
work­ 
ers’ councils is carried ou t. 
The 
allies, the reports add will reserve 
the right to march Into Germany. 


WASHINGTON, Dec. 
l l . —Of­ 
ficers and men of the army who 
failed to reach the fighting front 
by reason of the d u ties imposed 
upon them in this cou n try will not 
he denied recognition 
of 
their 
service ln the winning o f the war 
By direction of President Wilson 
as commander-in-chief o f the ar­ 
ray, General March, c h ie f of staff, 
today issued an order that hereaf­ 
ter such men shall he entitled to 
wear a sliver chevron similar to 
the gold one authorized for over­ 
seas service. 
The president, said 
the order, desires, on behalf of the 
nation 
to express his 
apprecia­ 
tion of the vitally essential ami 
self-sacrificing 
service given by 
oficers and men w hom military 
necessity has held and Is holding 
for performance of d u ties outside 
tho theater of active operations. 
W ithout them the troops abroad 
could have accomplished nothing. 
In m any instances th e ir retention 
on hom e duty has been 
due 
to 
their exceptional m ilitary and ad­ 
ministrative efficiency. They have 
been in readiness for any service 
which 
tho interests o f the gov­ 
ernment 
required th e m to per­ 
form and have been cheerful and 
without thought of s e lf when giv­ 
en duties not in accordance with 
their ow n desires. 
T h e 
country 
holds In grateful appreciation the 
fundamental service 
they 
have 
rendered in winning th e war. 
The officers and men will be en­ 
titled to wear one silv e r chevron 
for each six months service. 


many 


DISCUSS STEEL 
. 
PRICE FIXING i hospital 
: 
WASHINGTON, Dec. l l . — The 
* question of continuation of gov 
P IF '/ W i l l WI TGI’ic Fix Hi 'H WAR jernm ent supervision of the steel 
I IEZ M IU , SI <X KED SI lf WAIS. I jnduHtry including 
price 
fixing 
after January I was Hi.TTnonXiT at 
WASHINGTON. 
Dec. 
l l . — 
Charlet Plez, vice-president and 
general manager of the emergen­ 
cy fleet corporation is to succeed 
Charles M. 
Schwab 
as 
director 
general of the corporation it was 
said today at headquarters of the 
shipping board. 


NOMINATED f o r t r a d e 
COMMUNION MEMBER 
WASHINGTON, Dec. l l . — Hus­ 
ton Thompson of Colorado assist­ 
ant ottorney general, was nomi­ 
nated today bv President Wilson 
to be a member of the 
federal 
trade commission. 


a m eeting today of the steel com­ 
mittee of the American iron and 
Steel Institute with the war Indus­ 
tries board. It has been announc­ 
ed that tho war Industries board 
will 
cease 
as 
a 
governmental 
agency on January I, with the ap­ 
proval of President Wilson, 


HOG EMBARGO. 
ST. LOUIS, Dec. I i .— A forty- 
eight hour embargo on hog ship­ 
ments to the national stock yards 
was placed In effect at 11 o’clock 
last night, it was announced this 
morning. 


PLEAD NOT GUILTY 
TO TREASON CHARGES 


NEW YORK, Dec. l l . 
Charg­ 
ed with treason, Hermann Wea­ 
sels, alias Carl Roediger, a Ger­ 
man naval officer and alleged spy 
and Albert Paul Frlcke, 
repre­ 
sentative of a German toy con­ 
cern were arraigned here today In 
the criminal branch of the fed­ 
eral district court. 
Weasels entered a plea of not 
guilty 
to 
an 
indictment which 
described him as “a 
spy, 
secret 
agent and subject to the emperor 
of Germany,” who had 
violated 
his 
allegiance 
to 
tho 
United 
States, acquired by residence 
in 
this country. 
Fricke, a natural­ 
ized American also pleaded not 
gu ilty and both returned to 
the 
Tom bs to await trial. 


SOLDIER TIRED OF 
LIFE, THYS SUICIDE 


CHICAGO. Dec. 
l l . — Private 
Joseph Carlin, G company, Sec­ 
ond Infantry, Camp Dodge, Iowa 
Is ut a hospital here today with a 
j bullet wound in his hip 
which 
attendants said was not 
dangerous. He was found uncon* 
scions in a hotel room during the 
night, lying on Hie floor with bls 
arm y revolver beside him and one 
chamber empty. On a table was a 
note addressed to “The world in 
general,” indicating weariness of 
life and bidding adieu to “Tier.” 


PROMINENT ATTORNEY DEAD 
Springfield, 
IIL, 
Dec. 
l l . 
Jam es 
ll. 
Matheny, prominent 
m em ber of the Illinois 
Bar 
As­ 
sociation and a descendant of one 
o f Illinois pioneer families, 
died 
at Springfield Hospital here 
to­ 
night. 
Ho 
was 
secretary 
and 
tr vo’urA’* of the bar 
a 1-.coelution 
from 1895 to 1906. vicepresident 
from 1906 to 1907 and president 
1907-1 908. 


WASHINGTON, Dec. l l . 
The 
National W ar Labor Board in a 
supplemental award today in tho 
controversy between m em bers of 
the Typographical and P resnm en’s 
Unions and employers 
in 
New 
York City granted the m e n un 
increase of $6 a week in stea d of 
$3.50 as 10 the original award. 
The larger increase 
had 
been 
agreed upon between the m e n and 
the employers. 


BERKELEY, Calif., Dec. l l . — 
Josiah 
Richardson, 76, 
former 
mayor of Jackson, Mich., a n d at 
one time grand commander o f the 
Knights Templar of that 
state, 
died here tonight at the h o m e of 
his son a fter three weeks illness. 
He came h ere one month a g o to 
reside permanently. 


THE HAGUE, Dec. 
I I. 
The 
former German emperor 
is 
en­ 
titled to th e right of sanctuary 
in Holland and therefore h is re­ 
turn to Germany cannot b e de­ 
manded, according to a statem en t 
made today by Joukheer Beeren- 
brunck in the lower ch am b er of 
parliament during a debute o n the 
visit of th e former em p er o r to 
Holland. 


LONDON. 
Dec. 
ll. 
(British 
Wireless Service.) 
During 
the 
war twelve spies wefe s h o t In 
the Tower of London, according to 
the report now 
current. 
Carl 
Hails Lody, alias Charles A. In­ 
glis, who at one time was a resi­ 
dent of Omaha, Neb., wus t h e first 
to be executed. 
j 
Two w om en spies 
w ere 
sen-' 
tented to death, but both w er e re 
prieved. the sentences b ein g com 
muted to long prison term s. 


YOKOHAMA, Monday. D ec. 9. 
— (By The Associated P re ss.) 
Au explosion occurred to d a y on 
the IT. S. Cruiser Brooklyn, the 
flagship of the Asiatic squadron. 
Thirty seven men were injured, 
one of whom has since d ied . 
The explosion was 
n e a r 
the 
hunkers and engine 
room , 
the 
cause being at present unknow n. 
At the time. the Brooklyn w as at 
anchor In 
harbor In sid e the 
breaker. 
She was 
en g a g ed 
In 
coaling, preparatory to returning 
to Vladivostok. 


HELD ON CHARGE 
O F MANNILA l ’< i U T E R 
NEW YORK. Dec, l l . — Tim­ 
othy S. William?, president o f the 
Brooklyn Rapid Transit C o., four 
other officials of the com pany and 
a motorman were 
held 
on 
a 
charge or manslaughter to d a y by 
Mayor Hylan, who. acting u s po­ 
lice magistrate. haTconducted an 
inquiry into the wreck o n 
th** 
c o m p a n y ’s 
lines about a 
month 
ugo with the loss of h ourly IOO 
lives. 


PHYSICIANS DISCUSS 
WOMEN S DRESSING 


Wearing More Clothe* B y Femi­ 
nine 
Half of lN>t>ulatJon Not 
EiulorMed by Doctor* Attending 
Health Association Meeting. 


Chicago. Dec. l l . — fe a r in g 
more 
clothes to safeguard 
the 
health o f the feminine half of the 
population did not receive the en­ 
dorsement of all the physicians at­ 
tending the annual m eetin g of the 
American Public H ealth associa­ 
tion today. 
Dr. Jeanette Throckmorton, of 
Iowa, 
who 
made 
th e 
address 
which Hturted the discussion de­ 
clared the customary street dress 
of w om en last summer was an of­ 
fense 
to 
public 
decency. 
She 
blamed 
the good w o m en of the 
country for allowing th eir daugh­ 
ters to “ defy pneumonia and in­ 
fluenza with a lavaliere for pro­ 
tection,” 
After several 
m ule 
speakers 
had 
attempted 
to 
answer 
Dr. 
Throckmorton’s statem ents by ap­ 
proving the women’n stylos of to­ 
day, lit*. Effie L. Lobdell of Chi­ 
cago heartily endorsed tho wear­ 
ing of fewer clothes by women, 
from both 
moral 
an d hygienic 
standpoints. 
“ W om en ure 
cleamer now be­ 
cause th ey have 
to be to wear 
these thin clothes.” 
Dr. Lobdell 
Huid, “ and the character of our art 
aud the spread of education about 
sex h ygiene remove a n y tendency 
to indecency in the public mind.” 
Tomorrow will be 
spent in a 
general discussion 
o f influenza. 
The only interruption will he un 
address by Dr. George E. Vincent, 
head of the Rockefeller Founda­ 
tion on “ Team Play for Health.” 
Am ong the directors for the as­ 
sociation for the next two years 
elected today were: 
Dr. Lee K. 
Frankel 
of New 
York, was chosen president mid 
Dr. Gilbert H. 
Sum ner 
of Des 
Moines, iowa. 
one 
o f the vice­ 
presidents of the association. The 
next session will bo h eld in New 
Orleans. 


TRACTION SYSTEM 
STILL TIED UP 


SPRINGFIELD, 111., Dec. l l . — 
Trainmen of the Illinois Traction 
System 
on 
strike 
for 
higher 
wages, were showing no disposi­ 
tion to reced from th eir demands 
for fifty five cents an hour 
for 
motormen and conductors. They 
■first asked sixty 
five 
cents 
an 
hour aud made the ten cent con­ 
cession under pressure. It is said 
of 
commercial 
interests 
from 
dites along the com p any’s lines. 
Tile business m en’* committee, 
still on tile ground tod ay tried to 
effect a compromise on the basis 
of fifty cents an 
h our 
but 
the 
com pany’s officials 
rejected tho 
proposal 
as 
Impossible. 
The 
trainmen also said 
they 
could 
consider nothing less 
than 
55 
cents. 
No 
conferences 
were 
scheduled for tonight 


BRISTOL, 
Dec. 
ll. 
(By I i,{; 
I Associated Press) 
The war biti 
j of tho allies against Germany 
is 
I 24,out),uut),Otto 
pounds, 
a c c o i l .- 
j ing to the Britisn Prime Minister 
David Lloyd George who present­ 
ed tins and other interesting facts 
before a large gathering here t o ­ 
day. 
The 
cost 
of 
the 
war to 
Great Britain was eight 
billion 
pounds. 
Before tile war the estimated 
wealth 
of 
‘Germany, 
said 
the 
premier 
was 
between 
16,000,- 
000,000 
and 
20, OOO, OOO. OOO 
pounds. 
So, if the whole w ealth 
of Germany 
were 
taken 
there 
would not be enough to pay th-* 
account. 
Theretore he had used 
th e words: 
“'Germany should pay to 
tho 
utm ost limit of her capacity.” 
When tho 
premier 
was 
»d- 
1 dressing 
an overflow meeting he 
I said Great Bril ain would be guilty 
1 of a great folly lf she gave up hor 
1 navy. 
I 
A voice in te rr up ted : 
“Then watch Wilson." 
T he premier replied, 
“ Well I hope to meet him in a 
I fortnight, I w ill till 
him 
w ha 
I you say. 
“ Whither tho 
request 
com e 
from, we are not going to give up 
j our protection of the navy aa fur 
as Great Britain is concerned.’’ 
j 
Conscription Was Necessary 
1 
LONDON. Dec. 
l l . —Prem ier 
Lloyd George speaking today at 
Bristol said the English military 
service act was passed in order lo 
m eet a great, emergency. 
W hen 
that emergency was passed 
the 
need was passed 
and 
the 
act 
would lapse. H e added there w as 
no Intention to renew it. W hether 
Great Britain would require c o n ­ 
scription In th e future in 
any 
shape or form Mr. Lloyd George 
said depended not upon the o p in ­ 
ion which he now expressed but 
upon the peace terms which w ere 
made. Continuing the prime m in ­ 
ister said: 
“ What drove us to conscription 
was the 
existence 
of 
conscript 
arm ies on the continent that in­ 
evitably rushed tim 
world 
into 
war. They could not have great 
military machines there 
without 
tempting the m en at the head of 
them to try their luck with th o se 
machines. The Germans 
alw ays 
felt there was nothing to 
resist 
their perfect military machine. 
“ If you 
w ant 
a 
permanent 
peace; lf you w ant to prevent th e 
horrors of this war being repeat­ 
ed you must put an end to c o n ­ 
script armies on the continent of 
Europe. 
“Tile first thing to do is to p re­ 
vent the repetition of blunders of 
tile pust by m aking it impossible 
to have those great conscript a r m ­ 
ies in the future. 
Will T a k e No Risks. 
“ We did not have the m ach in ­ 
ery for an offensive war; our navy 
is a defensive weapon and not an 
offensive oue aud that is why we 
do not mean to give it up. 
W e 
have kept these islands free from 
invasion for centuries and 
we 
mean to take no risk in the f u ­ 
tu re.” 
Mr. Lloyd G eorge declared that 
the 
decision 
which 
would 
b.' 
taken In the next few months in 
the peace conference was going to 
louve a mark upon the world. Tho 
ages to come, he said, would be 
able to reap th e fruits of it. T h e 
premier next dealt with the q u e s ­ 
tion of indemnity. He declared the 
war bud cost Germany less th a n 
it had cost Great Britain. It had 
coat Grout Jtritain, he 
declared 
8,out).OOO,OOO pounds, a g igan tic 
sum. The German bill, he d ecla r­ 
ed, was 6,000,000,000 pounds or 
7.000,000,000 
pounds. He 
c o n ­ 
tended it was indefensible 
th a t 
tho person who was in the w ron g 
and had lost should pay less th a n 
tin* person w ho was declared to 
be in the right and had won. 
What Germany Should Fay. 
The premier said a British Im­ 
perial commission had been ap ­ 
pointed to investigate the cap ac­ 
ity of Germany (to pay) and that 
he had received its report. 
f ie 
summarized ills remarks on this 
point tis follows: 
First - As fur as justice is con- 
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WK I TH EK INDICATIONS 
AND TEMJ’KRATt 
Illinois 
Fair 
Thursday; 
day probably unsettled, mod 
temperature. 
Temperatures. 
The 
current, 
maximum 
minimum temperatures 
as 
ort1 od Wednesday were: 
7 p. rn. High. 
HAMRIN 
KEEPERS 
WARNED. 
COLUMBUS, 
O., 
Dec. 
ll 
Ohio saloon 
keepers 
who 
sell , 
liquor to soldiers in uniform, re­ 
gardless of whether they 
have 
heeu discharged or n ot, will lose 
their license*. 
An order to this effect was is- i 
sued today bv the Htute liquor li­ 
censing board at the request of 
federal authorities w h o se author­ 
ity over a soldier in uniform cees- j 
el *fter he has been discharged. 
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n r * 
f / s i r n 
K I 
hro.Ns r e t u r n i n g from 
overseas. 
J r4r* 
I f l | J 
l\i 
J . The w o m en declare that til e hon- 
or of the committee chairm an s h ip 
should be given to some citizen 
whose Americanism is of a more 
defined type . 


f»umianed D aily and Weekly b y th# 
J ACKTON Vt DDE 
JOURNAL. 
CO, 
IO* Weal State Sireei. Jacksonville, 
iii 


j world 
events h av e 
enlarged t h e 
| view a n d by these v e r y events t h e 
preside nt 
had 
become 
“ t h e 
m o u th p iec e of intelligent 
n i a n - 
I kind " 


RED CROSS DRIVE 
BEGINS SATURDAY 
INFLUENZA SITUATION 
IN LITERBERRY 


W. Lu FA Y , President. 
J. W. WALTON, Secretary. 
W. A. F A T , Treasurer. 


THE SPUN, DFJ* IS XKK B K H . 


SUBSCRIPTION RAT**. 
D ally. single 
c o p y 
9 -OI 
D aily, per 
w e e k 
......................................12 
Daily, per year .............................. 6.00 
D ally, by m a il, 3 m onths ................... 1.25 
D aily, bv m a il, 
p er year ................. 5.00 
W eekly, per y e a r ............................... 2.00 


Entered at th* postoffice tn Jack- 
<nnv,!te as eecond-class matter. 


Member th* ASSOCIATED PRESS. 
The Associated Press is exclusively 
entitled to the use for republication 
of ail news dispatches credited to it 


i t not othertrie* credited 
t o 
this 
paper 


TMK ANTI-H E A R S T F E R R IN G . 


The recent stories of the a c t i v ­ 
ities of William Randolph H e a r s t 
in his effort t o keep the 
U n ite d 
States at peace with Germany can 
hardly be 
ca lle d 
“revelations.'’ 
The attitude o f the Hearst p a p e r s 
before the declaration of w a r was 
so well delined that the p a p e r s 
were accounted at. least on 
th e 
borderland of being pro-German. 
It is no w o n d e r that New Y o r k 
women have jo in e d in protest be­ 
cause Mayor Mylan has ap pointed 
Mr. Hearst as t h e chairman o f th e 
committee of 
arrangement 
for 
proper reception to be given th e 


Two w e e k s ago the r a i l r o a d ad­ 
ministration 
removed t h e 
excess 
charge of 
half cent a m i l e for 
Pullman 
passengers. 
N o w it is 
announced t h a t most of t h e trains 
taken fro m passenger s e r v i c e will 
he 
re s to r e d 
and 
some 
other 
changes w ill be made to increase 
traffic, 
i t is quite e v i d e n t that 
Americans a r e to be en c o u r a g e d 
to spend t h e i r money f o r travel 
just as in t h e past m o n t h s they 
have been a s k e d to travel a s little 
as possible, for conveniences were 
withdrawn a n d charges incre ase d 
for the v e r y purpose of d is c o u r a g ­ 
ing tourists. 
The g o vernm e nt has 
been c o n s ta n t ly urging econom y 
and now t h e spender is to b e look­ 
ed upon w i t h favor for h i s ser­ 
vices are n e e d e d to keep business 
booming. 


j THU K U KUHNS O F OFFICE. 
No w onder the burdens of o f - 
I (ice b e c a m e too h e a v y for fo rm e r 
( S e creta ry of the Treasury 
M e- 
'Adoo. H e resigned a s secretary o f 
(the trea su ry , d i r e c t o r general o f 
railroads, member o f the federal 
reserve board, m e m b e r farm lo a n 
board, director of t h e internation­ 
al h i g h commission, head of w a r 
risk insurance b u r e a u , head 
o f 
soldiers’ and 
s a i l o r s ’ 
insurance 
bureau, member of t h e war ca b i­ 
net, h e a d of 
the 
capital issues 
com m ittee. 
Seldom has so m u c h 
of a u t h o r i t y been 
delegated 
t o 
one m a n . Perhaps 
th a t was t h e 
m is ta k e which eventually led t o 
Mr. M c A d o o ’s resignation. 


Scott County 
People 
HI ii 
Seek 
Huger .Mo i n her.ship for O r g a n i ­ 
zation— T w o 
Funerals 
Held 
Wednesday. 


FRANKLIN SOLDIER 
RETURNS FROM CAM P 


G ia d u a ! 
Improvement 
Show n in 
M o st 
Cases— E d w a rd 
Atherton 
H eres From 
W estern 
Home— 
O t h e r likerbcrry N o w s Notes. 


Red 
will 
W. 
the 


H. G. W ells , the widely known 
English w r i t e r , has recently paid 
this tr ib u te to President Wilson. 
He said: “ F o r the time h e is the 
bead, the mouthpiece a n d rep re ­ 
sentative of intelligent m a n k i n d . ” 
We have co u n ted it as g r e a t an 
honor as c o u l d come to a n y man 
to be the president of t h e United 
States. 
t h e 
greatest 
c o m m o n ­ 
wealth in t h e world. B u t recent 


Why Not Have 
That Old Fur 


Fur remodeling in the hands of experts is not a d if­ 
ficult matter. In almost every home there is an old 
fur piece that in its present form is of no service to 
any one. 


The fur usually is in good condition and there w ill 
be found to be sufficient for a nice muff or neck­ 
piece. W hy not bring in what you have and let us 
see if we cannot fix up something that will make a 
nice gift that will be appreciated by some member 
of your family? 
Suits Coats Skirts 
Remodeled or Altered 


Our Mr. Greene, expert on ladies* garments of all 
kinds, I '*« t I.vile time now, “between seasons,’* to 
give to lids work. We shall be glad to have you call 
and see him and get the benefit of his experience, 
gained by years of practical work iii the la rg e fash­ 
ion centers. 
Jacksonville 
Tailoring Co. 


AII Work Done in Our Own Shop By 
Skillet! Union Help 
233 Eaat State St. 
111. Phone 941 


We Want Candy Cascarets” 


RtioHvd.' That w h e n our tongues tu rn whiti. 
oread* feverish, sto m a c h sour and bow ti s consd- 
patid, th a t our i not bt is give us i ..iscar«*ts, lite nits* 
candy cut Iud iv, and iu d nasty vasty/ oil, mineral 
uti, t a i u i i i d or put''. 
I .a*,i urds 
w o r k ’ 
without 


kid... C o d undy 2 0 c a f e 
griping a n d ne\ et I 


STK ’K TO THE .IOU. 
If t h e Union L a b o r Advocate i s 
correct 
there is g o i n g to be n o 
lack o f labor d u r i n g the re c o n ­ 
stru ctio n period. A s the editor o f 
the A d v o ca te views it, it will t a k e 
two y e a r s of ceaseless industry t o 
provide army supplies still needed 
and t o make the required sh ip ­ 
ments t o the allies. This does n o t 
take i n t o account ei th e r , the v a s t 
work o f rconstruction which m u s t 
be d o n e in devastated Europe. S o 
the l a b o r paper ad v i s e s all 
i t s 
readers to “stick t o t h e job” a n d 
makes th is worth-w hile 
appeal: 
“ Be c a l m , be p atriotic, be busy.” 


GOVERNMENT SAFEGUARDS 
FOR HEALTH . 
One speaker at t h e health c o n ­ 
ference in Chicago h a s made t h e 
suggestion in connection with u n i ­ 
versal 
military 
t r a i n i n g 
which 
will h a v e special a p p e a l just now. 
This m a n believes t h a t the g o v ­ 
e r n m e n t should p r o v id e medical 
inspection for c i tiz en s from t h e 
days o f youth until forty or f o r ­ 
ty-live years of a g e . 
He would 
thus h a v e the p erio d for medical 
inspection extend f a r 
past 
t h e 
lime o f actual m i l i t a r y training, 
Ids t h e o r y being t h a t in this w ay 
the g o vernm ent c o u l d constantly 
m a in ta in a vast f o rc e of men p h y ­ 
sically fit for service. 
The t h e ­ 
ory Is b a s e d som ew hat on the fact 
that so m any men i n the mobiliza­ 
tion of t h e U. S. a r m y were found 
physically disqualified. 
It t a k e s a long s tr e t c h of t h e 
im agination to t h i n k of the gov­ 
ern m e n t 
actually following such 
a p r o g r a m of paternalism , but a f ­ 
ter all, stranger t h i n g s have h a p ­ 
pened 
in 
the very 
near 
past. 
There a r e doubtless many objec­ 
tions t o such a h e a l t h plan, b u t 
the 
developments in connection 
with t h e flu epidemic in this coun­ 
try h a v e made it c l e a r that the n a ­ 
tional h e a lth d e p a r t m e n t 
needs 
strengthening. 
F o r t h e right r e ­ 
sults t h e r e must be m o r e of a co­ 
operative health 
service. 
It 
is 
manifest that the c o r r e c t way to 
put a n e n d to disease or to stamp 
out an epidemic is n o t for each 
state, c i t y and co m m u n ity to go at 
the m a t t e r in a different way. 
That is tile present p la n . 


W inchester 
Dec. l l — T h e 
Gross drive 
f o r membership 
commence 
Saturday. 
CL 
Smith will Ii a v e charge 
o f 
campaign. 
It is the expectation 
to have all o l d 
members 
renew 
their 
m e m b e r s h i p 
and 
secu re 
quite a l a r g e 
number 
o f 
new 
members, a s i t is realized t h a t tho 
work of t h e organization 
i s 
by 
no means e n d e d and 
that 
Red 
Gross 
a c t i v i t i e s 
are to c o n t i n u e 
abroad and a t home. 
The f u n e r a l of the late C o r n e ­ 
lius Young w a s held at t h e c e m e ­ 
tery W e d n e s d a y morning 
a t 
ll 
o’clock. 
E l d e r 
J. H. C o a t s con­ 
ducting a b r i e f service. 
Mrs. M. \ a Jones arrived T u e s ­ 
day 
from 
K a n e 
to 
visit 
lier 
daughter, M r s ,C. W. S m ith 
and 
family. 
The r e m a i n s of 
Mrs. 
F . 
M. 
Palmer w e r e 
brought 
to 
Win­ 
chester T u e s d a y night 
f r o m St. 
Louis 
The 
fu n eral service 
was 
conducted 
b y Elder J. II. Coats 
Wednesday m o r n in g at 9 o ’clock 
at the c e m e t e r y . 
The r e m a i n s 
were a c c o m p a n ie d by 
tho 
hus­ 
band of th e 
deceased, 
h e r 
son 
Fred of C h a m p a i g n and 
d a u g h ­ 
ter from S t. ‘Louis. 
Mr. P a l m e r 
was in c h a r g e of a printing office 
here about 
twenty 
years 
ago 
and W i n c h e s t e r was the 
family 
home at t h a t 
time. 
Miss Alta Jackson, R. N ., 
ar­ 
rived T u e s d a y 
night 
fro m 
St. 
Louis to 
c a r e 
for 
Mrs. 
Carli 
Woodall, w h o is very 
ill. 
Mrs. 
Woodall’s 
condition 
w as 
nots 
quite 
so 
satisfactory 
day. 
Miss K a t h e r i n e Hitte left W e d ­ 
nesday n ig h t 
for lier 
h o m e 
in 
Chicago w h e r e she will s p e n d the 
holidays. 
S. T. S m i t h arrived W e d n e s d a y 
from the 
' G r e a t 
(Lakes 
Naval 
Training S t a t i o n , having rec eiv ed 
his h o norable 
discharge 
from 
the service. 
His 
b ro th er. 
I). 
Smith, m o t o r e d to Chapin t o m eet 
him. 


L ite rb e rry , Dec. l l . — The in­ 
fluenza patients are a l l doing as 
well a s possible. 
T h e Scribner family a r e all im­ 
p r o v i n g ; Miss Delia 
S c r i b n e r of 
Iowa, a sister of Mr. Scribner, is 
with 
t h e family. 
A 
n u r s e was 
p r o c u r e d for them M o n d a y . 
Mrs. 
Lula 
H e n d e r s o n , 
who 
boards 
at Alphonso 
Ratliff's is 
im proved. 


V e r n i o Trail bang et- Receives H o n ­ 
o r a b l e Discharge 
from 
C a m p 
T a y l o i — C h a rl e s 
Mc La mar 
i s 
In flu e n za 
S u f f e r e r — O t h e r 
N e w s Notes. 


F r a n k l i n , Dec. 
l l . — Mr. 
a n d 
, M r s . L. 0. B e r r y m a n of Ja ck so n - ' 
’ Ville and Geo. M . Hill and f a i n - | 
Sly o f Greenfield w e r e motor v ia - I 
H o r s a t the h o m e of Mrs. S a r a h 
H i l l Sunday. 
j 
I 
V e r n i e T ra n b a r g o r 
who 
h a s 
I b e e n stationed a t 
Camp 
T a y l o r 
; h a s received his 
honorable 
d i s - 1 
; c h a r g e and is n o w at the home o f 
Miss 
Margaret 
C h a p m a n 
is his parents, Wm 
Tranbarger a n d 
about well at is at h e r place at J w i f e . 
L i t e rb e rr y college. 
Mr. a n d Mrs. J. M. D a n i e l s and 
son H a r o l d have so f a r recovered 
as to dism iss the n u r s e , who will 
go n o w to Mr. Cass 
Lindsay’s, 
about 
th ree railes e a s t of Liter­ 
berry t o assist in the c a r e of Mr. 
L in d sa y , who is p artly paralyzed. 
Mr. 
a n d Mrs. W a r r e n Daniels 
and F r e d a May and M r . and Mrs. 
Earl R e x ro a t and son A ld e n Earl 
are a l l getting along v e r y well. 
Mrs. W. W. Young i s recovering 
from u bad case of to n s i l i t i s . 
T h e new cases of f l u a r e James 
Petefish and Eleanor G u y . 
D. 
IC. McCarty c a u g h t a big 
mess o f fish in the c r e e k south 
of t o w n Monday a f t e r n o o n . 
Ed Atherton of C a l i f o r n i a was 
a c a l l e r at the J. M. L i t e r home 
S unday. 
Mr. Atherton is now at 
P l e a s a n t Plains on b u s i n e s s . 
Mrs. 
Carpenter 
a n d 
little 
d a u g h t e r came out S u n d a y and 
visited 
at Allegretto 
F a r m with 
Mr. a n d Mrs. D. H. C r urn. 
Mrs. 
Sallie Collins entertained 
her t w o sisters, Mrs. 
E lle n Neil 
and A ir s . Lizzie Liter Tuesday. 


M r s . I). 0. K u n e of Jacksonville 
v i s i t e d Saturday a n d Sunday w i t h 
M i s s Grace Hill. 
VV. B. Billon h a s returned f r o m 
M urrayville w h e r e he 
has 
b e e n 
s p e n d i n g a few d a y s with C h a rl e s 
B o l t o n and family. 
( ' h a s . McLamar is ill with I n ­ 
f l u e n z a this week. 
M i s s Eunice O lin g e r is b e i n g 
k e p t 
out of s c h o o l by an a t t a c k 
of 
influenza. 


THE BEST is 
none 
too j 
good 
for 
him — BATH 1 
ROBES. Frank Byrna H at I 
Store. 


D O N ’T FORGET 
VVodnes-JMAN’S . 
BIG CUT 
SALE O N SUITS. 


HER- 
PRICE 


Fur RemodELing and Re* 
pairing. 
111. phone 881. 
M R S . ABBOTT. 


Rippling Rhyms 


B y W a i t M a s o n | *J 


Our Great K i n g 
The w o rld has h a d enough 
of 
kings; I t ’s sent some, as a starter, 
to w h e r e the dead c a t s and ju nk 
and 
t h i n g s are t a k e n by the cur­ 
ter. 
T h e 
world h a s had enough 
of t h r o n e s ; it's w e a r y and 
com­ 
plaining : 
all 
E u r o p e 's 
strewn 
with d e a d men’s h o n e s 
because 
souk c h u m p s were reigning. But 
there is one who 
s t a n d s 
alone: 
whom 
all 
the 
n a t io n s honor; 
King 
A l b e r t ’s 
w e lc o m e 
to 
a 
throne, t h o m ona rchy's a goner. 
He d i d n ’t loaf in m a r b l e halls, as 
loafed 
some 
p rin c e ly blighters, 
but d o n n e d his 
w o rk d a y 
over­ 
alls a n d 
fought 
w i t h 
common 
fighters. 
He 
d id n ’t 
shun 
th e 
danger 
zone 
as 
being 
God’s 


MILLIONS P A I D 
BY I. C. R O A D 
One million 
two hundred 
and 
twenty-two t h o u s a n d dollars h a v e 
been paid I n t o tile state t r e a s u r y 
by the I llin o i s Central R a i l r o a d 
company 
f o r 
the 
current 
six 
months, u n d e r its original c h a r t e r 
from the s t a t e . 
The check 
has 
been received 
b y State T r e a s u r e r 
Len Small a n t i is an increase 
of 
$200,000 o v e r t h e amount r e c e i v ­ 
ed from the c o m p a n y for t h e n ex t 
previous six m o n t h s . 
Under its o r i g i n a l cha rter 
the 
Illinois C e n t r a l is to pay t o 
the 
stale 7 per c e n t of its gross e a r n ­ 
ings annually. 
The amount 
re­ 
ceived is b e l i e v e d to have 
bee n 
greatly i n c r e a s e d by the g o v e r n * 
ment order g r a n t i n g an i n c r e a s e 
of 25 per c e n t in 
freight 
r a t e s , 
which became effective within the 
six months p e r i o d . —State 
J o u r ­ 
nal. 
‘ 
" 


ll AKO Ll > 
RAVEY H O M E 
Harold D a v e y who has b e e n s t a ­ 
tioned at C a m p Dix, N. J.. 
a r ­ 
rived home W e d n e s d a y night h a v ­ 
ing received 
h i s honorable 
d is ­ 
charge. 
D av e y took a shot f o r in­ 
fluenza just 
b e f o r e 
being 
d is­ 
charged and 
l i a s been sick 
e v e r 
since, having 
something r e s e m b ­ 
ling paralysis. 


CHRISTMAN AND T H E 
< 'H ELDEEN 
T his year, due to 
h e a l t h con­ 
ditions, 
churches a n i l 
organiza­ 
tions h a v e ben forced t o give up 
any p l a n s for Christmas entertain 
ments, 
which means n o 
Christ­ 
mas f o r some of our Jacksonville 
children. 
Any class organiz ation 
or in d iv id u al desiring 
t o 
make 
y o u n g s te rs happy at t h i s season 
of the y e a r can obtain n a m e s of 
families from the S o c i a l 
Service 
League, bv calling I l l i n o i s phone 
2 6 . 
If y o u are not i n t e r e s t e d iii a 
family leave a toy, d o l l , book or 
game, o l d or new, at o u r office for 
distribu tlon. 
The Social Service L e a g u e , 
322 West S t a t e Street. 


NI URRA Y V I L l . E ROUTE I 
Airs. J. R. L a r g e spent T u e s - j 
d a y with her d a u g h t e r , Mrs. L. G . ! 
G r o u s e . 
J o h n Koyne of Rock Island i s j 
v i s i t i n g relatives h e r e this w e e k , j 
T i l e sick in 
t h i s vicinity a r e | 
all reported as improving. 
W . B. Worrall 
ami 
d a u g h t e r j 
M is s Zula spent Munday with t h e 
f o r m e r ' s brother. Joseph W orrall 
a n d 
family. 
NI r 
and Mrs. 
W 
E. M asters 
a n d Mrs. Thos. S t o r y attended t h e 
f u n e r a l of Claude Lorton at W h i t e 
H a l l 
Monday a f te rn o o n . 
( ’ has. IL Story, 
wife and s o n 
t o o k supper with Thos. Story a n d 
t a m ii v Sunday e v e n in g . 
A r t h u r 
S p en cer, 
wife 
a n i l 
d a u g h t e r Ada, a n d Robert S p e n ­ 
ce r 
of near Roodhouse, visited 
T h o s Story and f a m i l y Tuesday. 
M r . and Mrs. W m . White e n t e r ­ 
t a i n e d 
a num ber 
of friends 
a t 
t h e i r home Friday evening in h o n ­ 
or o f Mrs, W h i te ’s two brothers. 
C l y d e and Ira F a n n i n g , who h a v e 
r e t u r n e d home f r o m Camp. 
B o th 
h a v e been h o n o r a b ly discharged. 


DON’T BUY 
Stationery 
Candy or 
Perfume 


Until you have seen the most 
complete line in Jacksonville at 
Luly-Davis DrugCo 
The Rexall Store 


44 N orth Side Sq. 
Telephones: Bell, 1 2 2 ; HL, 57 


I 


rn JBL. 


AN NOU 
'KMENT 
I hereby 
a n n o u n c e 
myself a s 
c a n d i d a t e for c o u n t y commission­ 
er, s u b j e c t to t h e Republican p r i ­ 
m a r y election. 
G. E. Bond. 


A T H R IL L IN G EX U K R I ENCE 
Miss Geneva i pp is enjo y in g a 
visit w i t h home f r i e n d s 
for 
a 
time. 
S h e was in M a s h w a u k , Min­ 
nesota 
during the t i m e 
of the 
terrible 
fires 
which 
devastated 
such a la rg e portion o f t h a t state 
and s a w a great deal 
o f suffer­ 
ing. M a s h w a u k was s a v e i l by piles 
of d u m p from the 
i r o n 
mines, 
the b u l w a r k being too s t r o n g and 
high f o r the flames t o le a p over 
it tho i n some places i t <1 iii cross 
rivers a n d various o b s t a c l e s de­ 
stroying villages and t a k i n g many 
lives. 
The y o u n g lady h a s 
been 
at 
Camp G r a n t assisting i n a hostess 
house a n d she has a l s o 
been in 
“Y" w o r k in Jackson, 
Michigan. 


I 
hereby a n n o u n c e 
myself 
a s J 
c a n d i d a t e for c o u n t y commission- j 
er s u b j e c t to t hi* Democratic p r i - J 
m a r y election, J a n . 2f>. 
Charles N . Wyatt. 
Franklin. 


Car barb wire at Jackson­ 
ville F a rm Supply C o . 


H H O E P I X i EARLY. 
From a p p e a r a n c e s at the 
v a r ­ 
ious business h o u s e s of the 
city 
it seems th at 
people are c o m i n g 
more and m o r e to know t h e w is ­ 
dom of h o l i d a y shopping 
e a r l y . 
Stores that h a v e holiday 
g o o d s 
are having a g r a ti fy in g trade b o th 
anointed, or bask at ease upon a i '**' 
- *»* 
« — - 
th r o n e w ith all 
th e 
world 
dis-! from ho*e p e o p l e and those f r o m 
jointed. “ A king is b u t a poor ex­ 
cuse,’’ h e said, his barnier flying, 
“if ho w o n ’t scrap t o 
beal 
the 
deuce w h e n his 
o w n 
folks are 
dying.’’ 
Ho hung h i s crown upon 
a nail, p u t mothballs in 
his 
e r ­ 
mine, a n d like a f a r m e r with 
ti 1 
flail ho thrashed tile bloody Cor-J 
man. A 
thousand 
kings 
stalked iii pride 
s i n c e 
thrones j 
were first Invented; a 
thousand 
kings 
h a v e 
reigned 
and died. I 
their s c ep te rs owned or rented, a j 
score h a v e won u n d y i n g fame, bv 
men’s applause re w a r d e d ; in all j 
the list 
no nobler n a m e titan Al J 
bort’a is recorded. 


a distance. 
A utom obiles w e r e no 
tod in town y e s t e r d a y 
from V ir ­ 
ginia, 
B e a r d s to w n , 
W inche ster, 
New Berlin, 
W h i t e Hall, 
R o o d ­ 
house, M e redosia, Bluffs, W a v e r ­ 
ly, Franklin. 
Concord, 
C h a p i n , 
Alexander, 
Sinclair. 
P r e n t i c e , 
Ashland. P a l m y r a , Modesto, R o o d 
house, Maneho& ter, 
Murrayville, 
have j Arenzville, S o o t t Ville and 
s e v e r a l 
localities all 
« f 
which 
goes 
to 
show that t h e attractions of J a c k ­ 
sonville are a p p r e c i a t e d by a g r e a t 
tunny people. 


EDL H A R E HELD TO 
G R A N D JURY 
Lei H a r e was a r r a i g n e d before 
Justice ( ’rum W ednesday on the 
charge 
o f petit la rceny. 
He is 
charged 
with having t a k e n some 
m erchandise 
from 
t h e 
window 
case Iii 
front of the s h o e shining 
parlor o n the north s i d e of the 
square a few days ago. 
The c o u r t after h e a r i n g the evi­ 
dence b o u n d him over 
to 
the 
grand j u r y in the s u m 
o f $160. 
Being u n a b l e to give b o n d he was 
co m m itte d to Hie county jail. The 
d e f e n d a n t is a brother o f “ Red” 
Hare w h o escaped f r o m 
Sheriff 
Graff a few days ago, a f t e r being 
found g u i l t y o grand l a r c e n y . 


A VNOD\<’KMENT 
I 
hereby a n n o u n c e 
myself a s 
n n d ' ^ T t r for c o u n t v commission­ 
er s u b j e c t to the Democratic p r i ­ 
m a r y election. 
D. T . Summers. 


I hereby a n n o u n c e myself C a n ­ 
d i d a t e for County 
Commissioner 
on t h e Republican 
ticket subject 
to t h e Primary e le c tio n Jan. 25. 
xvi. CLARENCE THOMPSON 


Th 
Christmas 
e Gi f t Season 


Are You Ready for It: We Are 


Our A ssortm ent of 
W atches 
Jewelry 
Diamonds 
Silver 
Glass 


Is Com plete end Beautiful 


DO YOUR BUYING NOW 
BASSETT’S 
JEWELRY 
S T O R E 


Here 


is 


The BEST will be non e too 
good SHIRTS. Fra n il Byrns 


THIS DATE IN HISI0Rv 
December 12, 
I IS 5 T.— Jesse 
K. 
Dubois, 
Auditor o f Public Ae 
c o u n t s has just completed tile 
sale o f a portion o f the Inter­ 
nal improvement la n d s belong­ 
ing t o the State 
which 
have 
never 
heretofore 
been in tin* 
m a r k e t , 2,206 a c r e s were sold 
That 
situated in tho counties 
of 
Pulaski, 
F a y e t t e and Iro­ 
quois sold for $3 5 0 per acre. 
W a b a s h County l a n d s brought 
$5,12: the sales in Union rang­ 
ed f r o m $3.60 to $10.50; 
and 
the Mario n county lands were 
taken at $s to $ 8 . 2 5 per acre. 


WHI G O TO ALTON 
Mrs Keith Montgomery e x p e c t s 
to go i > A l t o n 
Friday as 
r e p r e ­ 
sentative of thv> home b ra n c h 
of 
i ho (Lilian r e lief department of 
th* Red C ro ss. 
Mrs. 
M o n t g o m ­ 
ery has been a faithful w o r k e r in 
this cause n m ! 
will represent the 
local branch. 


MAY SEF. 
T H U PHEHIDKNT 
R. G. R e y n o l d # has received 
a 
letter from h i s son, Everett 
w ho 
is somewhere i n France 
a n d 
is 
so 
situated t h a t he may see* the 
president w h e n 
ho 
is 
a b r o a d . 
NY ,• 
tat h e a r d from the 
y o u n g 
ii. ti. ,. as at i i rent. 


< < IRDMU I. < ' T U R Y 
ION ROUTE H O N IE 


VISIT I-'KOM El KEH 
LUR ETA IU 


Miss Drayton of Chicago, field 
secretory of the R e d Cross civ I 
ii;.:: r e l i e f and homo service visit­ 
ed the oity* Tuesday 
night 
and 
yesterday was c o n fe rrin g with lo 
cal officials in that 
department. 
She f o u n d affairs 
generally 
In 
good .shape 
and s p o k e highly of 
the officials and w o r k e r s of Jack 
son Ville. 


A A. Curry h a s received a m e s ­ 
sage from bin 
son, Corporal 
Al­ 
bert E. Curry s t a t i n g that he h a d 
received his h o n o ra b le d is c h a r g e 
aud was e n r o u t e borne. 


RUIC 
I 


I .OO ait 
> 
arraigned bcf u t a 
Wedemday 
o n 
high wry r o b b e r y 


S’ ’ ' I I Ti DAY 
Bu is mm I w e t 
Justice 
( ' r u m 
the charge 
of 
Their h e a r i n g 


SER fu r. 
PATTON 
IS O V E R THERE 
A cart! lins been r e c e i v e d by W 
W. C iliium ) announcing tile arri 
val of 
Sergt. 
T. C. 
H a t t o n 
in 
France. 
Sergt, Patton a r r iv e d in 
France o n November 
l l 
in Unit 
as lie s a y s , for tao big celebration 
of the a ig u iag of the 
arm istice. 
Mr, P a t t o n 
formerly w a s in the 
employ o f Mr. GiUliam a u d enlist­ 
ed in t i l e calvary b r a n c h of the 
service 
and 
afte rw a rd s 
trans­ 
form! t o the medical c o r p s . 


Miss Marceline A r m s t r o n g , who 
is e n g a g e d in teaching 
work in 
Hock I s l a n d this year, i s expect­ 
ed hom e today for a v a c a t i o n . 


Sugar-Saving Desserts 


t m I 


Something 
She 
Will 
Like-an 
Electric 
Iron 


Just Arrived 


W e have the 
famous 
“ Westinghouse”, 
than which there 
is no better 
made— 


THIS BO O T IN- 


Brown Kid 


Brown Calf 


Tan C a lf 


Gray K id 


Black Kid 


Black C alf 


Wo also have the sum o 
shoes w ith fine cloth 
uppers 
to match 
the 
vamps. 


The Prices R an ge from $4.95 to $6.95 
All S i^ es and All Widths from Double A . to E 
Every 
woman "reds 
a pair of t h e s e walking 
shoes for 
street w e a r as they arc v e r y smart a n d comfortable footwear. 
Edwin Smart Shoe Co. 


Buy your rubber footw ear needs NOW'. 
We have a complete 
sto r k now but exiu make no p rom ises for la t e r . 


G U A R A N TE ED 
A 
L I F E 
T I M E 


toil 
TO M OTH HRS! 
Learn to give hat rnh-'ss Cabarets to your 
n, silk, bilious, constipate J pits and .vivo coaxing, 
w orry 
PhctlMK.1 money 
Ohddryjn love th is candy cathartic. 
Nothing else 
'n** t i little liver and b o w e ls .flu < fie*. t»vc ly . 
ta ch IO te a t 


L as lift:* t i,uturns (iile U ib i^ lo t do* a,jje fu r id ut dr ill 
on* 
I 
■ 
/ u p w a r d * . 


A. H 
Harrow 
of 
Roodhouse 
was a b u . dness visitor in the city 
y esterd ay , 
’ 


I I N ERAL V O T K JS 


was :ui for F r l i l n y and iii d e f a u l t 
of bond they w o r e sent 
to 
ja il. 
The young m o n are charged w itll 
the robbery o f Harry Hanley, 
a 
deaf mute in N o r t h Church st r e f t 
Tuesday night. 


The 
funeral 
of 
M rs 
Leslie J 
Vieira \\ ill bo held 
a t 
Jackson­ 
ville 
eeiOHtery this 
morning at 
It o’e l o r k instead or IO 
o’clock. 
ai previously announced. 


W, II A i n s w o r t h of R oodhouse 
was a business 
visitor 
in 
t lie 
i it v yesterday. 


Justice J. ll. Beltman of I’i s g n h 
whs attending 
t o business 
m a t ­ 
te rs in the c i t y Wednesday. 


Jiffy-Jeii makes instant desserts 
which are rich and hi-tty. 
It conges rtudy-6weetened. 
The ir.iit-made flavor* c o m e lo 
liquid f urn, in vials, h ) t h e y keep 
their lr c a i r -fruit lune. 
One pcckage Berven six people 
in mold form, or Ii it you w h ip the 
jell. 
S o these Ie. ...Dud *.lw - . n u 
are **l^o economics,!. 
Get it today. Try Loganberry 
or Pineapple flavor. See w hat it 
mealie t c you 
it P * eUat*» far gS Cents 
A t Vuut Ct i ii. t,' | 
JJiy J e l l —WauUJu, VV soc arain 
-------------------------- 
.—MIL. 


A n Electric Iron will 
sa v e hundreds of step*! 
every “ironing1 flay” 
a n d hours of time, and 
th a t ironing w ill be 
m ore easily and 
satisfactorily done. 
i 
. 
f 


JACKSONVILLE 
RAILWAY and 
LIGHT CO. 


So. M a in — Just o ff Square 


Use “Cainson” 
F L O U R 


It Makes Fine White 
Palatable Bread 


Either Phone 2 4 0 
Cain Millis 


V 


CITY AND COUNTY 


Henry Walsh was a city arri­ 
val from Alexander yesterday. 
Robert Hill of 
Lynnville 
pre­ 
cinct w as a city caller yesterday. 
Robert T. Cassell made a busi­ 
ness trip to St. Louis yesterday. 


Home Made 
Can dy 


See that, the hom e folks 
are well supplied. Give 
th'* 
children 
a 
real 
tre a t this year. 
K eep your eye on our 
window. 
See th e dain­ 
ty confections th a t are 
displayed from 
day to 
day. 
The Peacock Inn 
“ T ile Place to Dine” 
South Hide Square 
Hell P hone 882 
III. 1040 


Newton Flynn of the east part 
of the county was a business call­ 
er In town yesterday. 
Mrs. George Burrus of Exeter 
is visiting Miss Anna English at 
(lit! West College avenue. 
VY ii 11 am F inlay 
and 
family 
traveled from Prentice to the city 
yesterday. 
* 
Linn Moi (lith of 
the 
vicinity 
of Orleans was a traveler to the 
city yesterday. 
Mr. and Mrs. C. R. Tolbert of 
(. ha rnbersburg were am ong 
the 
city shoppers yesterday. 
Thomas 
Lacey of the region 
of Nortonville called in the 
city 
yesterday. 
Tho far along in years Mr. Hill 
is quite active and vigorous and 
gets around right lively. 


. i.J.J.A "111.1,-1.. .. . 
. 
Mr. aud Mrs. 
Otis 


M C C O N V IL L E DAILY JOURNAL. THURSDAY MOHNING. DEC. 12, 1918 
r A o a 


6 B e l l a NS 
Hot water 
Sure Relief 
B E L L -A N S 
fe v 'F O R IN D IG E ST IO N 


F O R RENT 


THE UPPER FLAT 
914 West College Avenue 
A FIVE ROOM COTTAGE 
636 South Church St. 
• 
TWO ROOM FLAT 
In the Cherry Apartments 


Cherry’s Livery 


Either Phone 850 


The 
Store 
For 
Men’i 
Gifts 


There is nothing that you 
can buy for the man that 
w ill please him as much as 
w ill something useful. 


Outside the 
sentiment that 
naturally accompanies every 
g ift there is satisfaction of 
giving and receiving som e­ 
thing worth while. 


Come to the Man’s Store and 
see the 
splendid selection 
you can m ake from among 
the beautiful and service­ 
able articles that we have in 
stock for m en’s wear — For 
instance, Gloves, Neckwear, 
Scarfs, Sweaters, Handker­ 
chiefs, Hose, etc. 


No matter how' particular or 
discrim inating you m ay be, 
you ’ll find the Man’s G ift at 
this store. 


A. Weihl 
Tailor 
15 W est Side Sq. 
IU. Phone 976 


CASTORIA 
For Infants and Children. 


Mothers Know That 
Genuine Castoria 


ALCOHOL-3 riiR CENT. 
; I Avertable Prcparation&rAs | 
similal inutile Food by Regular 
I tins': Uh* SI .invade and bowels cfi 


Thereby Promoting Ribbon 
Cheerfulness and RestCoruains 
neither Ooisjm. Morphine ROL 
Mineral. N o t NAgcoTic. 


R cipt al' 
| 
Pvnipktn And 
Ma Simi*» . 
/hx M/t Haiti 
Anis* Setd- 
J\jH*fnunb 
HKarhMMsSMO. 
Mnii Simi 
i tartfi#t Supt!' 
th tor 
A lid pf ut Bensell y Lr 
[j 
Constipation and Diarrhoeal 
. 
and Feverishness ana 
I oss* ok Slllp 
j resultin6Jh£r£[.r.^ ln, anCyj 
I! 
fat Simile Signature?* 


! j 
jjiz CEN’iAtTR Cowan*. 
x n W T Q R f e 


Always 


Bears the 


Signature 


Hamilton 
were city arrivals from Winches­ 
ter yesterday. 
A. J. Barber helped represent 
Woddsun in the city yesterday. 
C. 
R. Evans of Orleans w as 
u traveler to th e city yesterday. 
Mr. aud Mr*. I*. O. Gregory of 
the vicinity of Winchester w ere 
calli! a yesterday. 
Mr. Gregory 
had not been in th e city for tw e n ­ 
ty years tho he had lived not so 
very far away. 
A. Carlton of St. /Louis is v is it­ 
ing his friend Newton Flynn a n d 
others of the east 
part of 
th e 
county. 
He was some years a g o 
a resident of this vicinty and r e ­ 
members many former citizens. 
Mrs. W. G. W olfe of Markham 
was among the visitors in 
th e 
city yesterday. 
Mrs. Henry Reese of rural 
I 
was a city shopper yesterday. 
T he influenza patients in th is 
part are all improving. 
Jo h n Miller w as a Jacksonville 
visitor one day recently. 
John O’Brien an d family sp e n t 
Sunday with Mr. and Mrs. 
A nd- 
Charles 
T. 
Bates and fam ily 
J were city callers 
from 
Rood- 
i house yesterday. 
! 
Mrs. 
Henry 
Treadway 
of 
J Arenzville was a caller on 
city 
] people yesterday. 
I 
George North, a prominent cit- 
| izen of White H all, was a c a lle r 
on city people yesterday. 
Mrs. 
Postelwaite 
of 
A ren z­ 
ville was added to the list of city 
shoppers yesterday. 
Mrs. Walter McCarty of 
C o n ­ 
cord was one of th e city’s 
s h o p ­ 
pers yesterday. 
Miss Cecil B u hler of the n o r th ­ 
west part of the county was 
o n e 
of a visiting party in town y e ste r­ 
day. 
J. O. Rexroat 
of 
L iterberry 
was a visitor w ith 
city 
frien d s 
yesterday. 
Earl Smothers and son 
S p e n ­ 
cer traveled from Winchester 
to 
th e city yesterday. 
iC. B. Wilcox a n d wife of 
N ew 
Berlin were travelers to the city 
yesterday. 
Frank Wingier of the east p a r t 
of the county was transacting b u s ­ 
iness in the city yesterday 
R. Christison, 
wife 
d aug hter 
and two sons motored from 
n e a r 
Winchester to th e city yesterday. 
Erza Cox and family were city 
callers from Oxville yesterday. 
Jam es 
Johnson was a r e p r e ­ 
sentative of 
Arcadia in the city 
yesterday, 
rews. 
Mr. and Mrs. Clarence Dalton 
and sons (’has. and Roy 
sp e n t 
Sunday with George Myers an d 
family of Jacksonville. 
Edward Johnson of 
Franklin 
spent Sunday w ith ll. H. McCann 
and family. 
E. N. Kltner has returned from 
a visit with his daughters, 
Mrs. 
Harney 
of 
D ecatur 
and 
Mrs. 
Goodriek of Springfield. Both and 
th eir families a r e well having re ­ 
covered from th e flu. 
Mr. Good- 
rick went near d eath ’s door w ith 
pneumonia. 
Harry Kitner writes E. N. Klr- 
ner, his father from somewhere 
In Merrie England stating 
th a t 
he is feeling fine, having a sp le n ­ 
did time and all is lovely and he 
i.; in no hurry to get home. 
Mrs. Charles Koyne anil 
son 
were up to the city from M urray ­ 
ville yesterday. 
Mrs. A. C. Griswold of 
W hite 
Hall was a city shopper 
y e ste r­ 
day. 
Henry H lnners helped re p r e ­ 
sent Meredosia in the city y e ste r­ 
day. 
Miss 
Edna Filson of Concord 
was among the visitors in 
tow n 
yesterday. 
Henry Griswold and wife w ere 
representatives of 
White 
Hall 
in the city yesterday. 
Mrs. Minnie Fotseh and c h il­ 
dren were travelers from M ere­ 
dosia to the city yesterday 
Louis Perbix of the vicinity of 
Markham was a visitor in 
the 
city yesterday. 
William Davis of the 
vicinity 
of Lynnville w as a 
visitor 
w ith 
Jacksonville people yesterday. 
J 
V. Beerup helped represent 
Alexander in th e city yesterday. 
J. B. 
Torrington, 
wife 
anil 
daughter of tile region of A lex­ 
ander, were am ong the visitors in 
the city yesterday. 
Frank Green and family 
m o ­ 
tored from S tra w n ’s Crossing 
to 
the city yesterday. 
Frank McCurley of the vicinity 
of Woodson w as one of the b u si­ 
ness callers in town yesterday. 
Herbert B aker of 
Murrayville 
was one of th e 
traders to 
the 
city yesterday. 
Mrs. Eva Megginson of W oo d­ 
son was a shopper with Ja c k so n ­ 
ville merchants yesterday. 
Miss Pearl Gilpin of W averly 
was among the callers iti the city 
yesterday. 


OLD JACKSONVILLE 


JOEL ROBINSON 


S y Ensley Moore 
(MemDer Illinois State Historical Society) 
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Use 
For Ovei 
Thirty Years 


Exact Copy o f Wrapper. 


IMPORTANT TO ALL WOMEN 
READERS OF THIS PA I*ER 


Thousands upon 
thousands of 
women have 
kidney or b ladd er 
trouble and never suspect it. 
Women’s 
complaints 
often 
prove to be nothing else but k id ­ 
ney or bladder disease. 
If the kidneys are not in a h e a l­ 
thy condition, they may cause the 
oth er organa to become diseased. 
You may su ffe r 
pain 
in the 
hack, headache und loss of a m ­ 
bition. 
Poor health makes 
you n e rv ­ 
ous, irritable an d may he d esp o n ­ 
d en t; It makes any one so. 
But humlrods of women claim 
that Dr Kilmer’s Swamp-Root, by 
restoring health 
to the kidneys, 
proved to be 
just 
the rem edy 
needed to overcome such c o n d i­ 
tions. 
A good kidney 
medicine, pos­ 
sessing real healing and curative 
value, 
should he a blessing 
to 
thousands of nervine., t. or-work- 
ed women. 
Many send fo r a sample bottle 
to see 
what 
Swamp-Root, the 
great kidney, liver 
and bladder 
medicine will d o for 
them. 
By 
enclosing ten cents to Dr. K ilm er 
& Co., 
Binghamton, 
N. Y., you 
m ay receive sam ple size bottle by 
Parcel Post. 
You can purchase 
medium aud larg.o size bottle* at 
.a ll drug stores.— Adv. 


Few persons realize the 
de­ 
pendence of towns and cities upon 
the farmer. This is especially true 
of the West, where the m erchants 
and m anufacturers must 
have 
people beyond the limits of the 
smaller places, in order to m ak e a 
J living, financially, to say nothing 
j of supplies needed to live on 
or 
I upon produce to handle and ship. 
| 
The vicissitudes of the earliest 
j nettlers of a n y of our older states 
! are beyond the ken of even the 
J older people of today. We a r e cer- 
; tainly much indebted to th e pio­ 
neers who Cloke their way thru 
the wilderness and “Crossed the 
prairies, as of old the Pilgrim s 
crossed the sea.” 
Joel Robinson. 
Ari old book, published in 1872, 
abounds in sketches of th e ear­ 
liest settlers of Morgan 
county, 
and, as said in the beginning of 
this article, 
Jacksonville 
owes 
much to those who settled 
on 
neighboring farms. 
Joel Robinson was one of the 
pioneers, born back in th e eigh­ 
teenth century, who lived 
past 
three-score years and ten, an d did 
his good p a rt in developing the 
splendid lands of Morgan county. 
Mr. Robinson’s home was in the 
south east p art of Yatesville or 
Prentice precinct, In the 
north 
east of Morgan county. T he land 
he owned was described as being 
in 
Section 
19, 
Township 
16, 
Range 8 west; IC being a 
half 
township. 
Born in Old Virginia* 
Mr. Robinson was born in -Sep­ 
tember, 1794. near the L ost Riv­ 
er, Bardie county,’ Virginia. His 
father, was Stephen Robinson, a 
blacksmith and 
wagon 
maker, 
who also ran a large farm ; Joel’s 
Mother’s m aiden name was Sallie 
Oldaker, an d she was the daugh­ 
ter of an old resident of Bardie 
county. T he parents of both Step­ 
hen and Sallie Robinson w ere des­ 
cendants from the earliest 
set­ 
tlers of the “ Old Dominion” ; It is 
said the ancestors of each immi­ 
grated to Virginia about 165 0. 
T he J .oat River. 
Among th e curiosities a f that 
part of Virginia was 
th e 
Lost 
river, so called because the stream 
tunnelled 
its 
course 
u n d er 
a 
mountain. T here was much of ro­ 
mance, iii thought at least, con­ 
nected with the sparkling waters 
of the little stream, In which Mr. 
Robinson enjoyed fishing in his 
boyhood. 'Near by the river pine 
trees grew 
iii 
abundance, and 
from their sap the natives made 
a pitch with which they painted 
their wagons. This was b u t one 
of the early day devices restored 
to, owing to distance from cities. 
Com es to Ohio. 
Mr. R obinson’s parents remov­ 
ed to Ohio, and settled n e a r Lan­ 
caster, w hen Joel was 8 years of 
age. L ancaster was the hom e of 
the Gen. 
William 
T. 
Sherman 
family. T h e Robinsons removed, 
in two years, to Licking 
county. 
In these tw o counties Joel attend­ 
ed school, 
gaining 
more 
book 
learning th a n many of th e young 
people of th a t day. He w as in­ 
debted m ost, however, for 
in­ 
struction, to his mother. 
This 
being done in spite of th a t loyal 
woman 
being 
the 
m o th e r 
of 
eleven children, Joel being 
the 
third arrival. All of this family 
grew to m aturity, and w ere mar­ 
ried before the 
Grim 
Reaper 
mowed an y of them down. 
In 
1 872, only Mr. Robinson and the 
two younger sisters were living. 
That cou ’ ty was heavily tim­ 
bered, an i ;n 
the dense 
beech 
groves It required several 
days 
clio; lug before a clearing 
was 
opened to the sun. Turkeys and 
other wild fowl so abounded that 
a hunter could secure enough of 
them In a few hours to load a 
strong pack-horse heavily. 


Marries. 
Mr. Robinson left hom e at the 
age of twenty-two years, and that 
was the time of his m arriage. He 
chose Miss Betsey Greene, daugh­ 
ter of John Greene, of Licking 
county. Air. Greene hud resided in 
Ohio for some years before this. 
Mr. Robinson remained 
seven 
years in Ohio, after his marriage, 
giving lo u r of 
these 
years 
to 
workiug on his father’s farm, of 
over a thousand acres. T he 
old 
man did not seem inclined to di­ 
vide w ith the young one, so the 
latter located on some of the land 
of his 
father-in-law, where 
he 
labored for three years. 
t ’omcm to IlliuoLs. 
Mr. Greene then exchanged his 
holdings for some raw land in 
Illinois, and Joel and his wife ac­ 
companied the Greenes 
to this 
state. 
Mr. 
Greene 
found 
his land 
lay beyond the Illinois river, so 
he left the family 
in 
Morgan 
county, and went in search of his 
possession. Opon reaching 
the 
Illinois, he found only 
a small 
canoe in which to cross, so he re­ 
turned to Morgan, resolved 
to 
purchase some land here, when it 
came in to market. Mr. Robinson 
is m ark ed as having come here in 
1820. T he two men rented some 
land, an d Robinson helped Greene 
improve his land. 
Mr. 
Greene 
gave Robinson two eighties of the 
land beyond the Illinois, for his 
help. T his Mr. Robinson sold for 
sixty dollars. Upon leaving Ohio 
Robinson had his team, two cows, 
und tw enty five dollars in cash, 
his “p ile ” dwindling to five dol­ 
lars by the time he got here, ^ e 
worked seven years for the one 
hundred and 
sixty 
acres, 
and, 
after selling that had his sixty 
dollars and team and cows and a 
few calves. He had a wife and 
three children to care for. It was 
in A ugust, 1823, that he settled 
upon Hie land which was after­ 
wards h is home. There were a few 
Indians about 
then, 
and 
they 
sometimes called on the Virginian 
for provisions. He kindly helped 
them, and they appreciated the 
good tu r n enough not 
his stock or other property. Deer 
were plenty then, run ning over 


(’leaii 
l’|) font 
Sail* 
This Week. 
C o m e ! 
Von fa n Save Money. Floreth Co. 
W e Give and Redeem Red Stamps— Don’t Fail to Ask for a Book 
COATS 
COATS 
COATS 
Ladies’ Misses’ and Children’s. 
W e are going to clean out our winter Coat stock. Coats of wool material. 
Coats of 
Salts silk plush. 
Coats of velour. 
Colors are green, Burgun- 
dy, taupe, navy, brown and black. 
Sale Prices for This Week 
J* A —Tfl 
$35.00 Coats reduced t o 
$25.00 
$30,00 Coats reduced t o ...........................................$22.50 
$25.00 Coats reduced t o ...........................................$17.50 
^ 
$20.00 Cont* reduced t o ..........................................$14.50 
Children’s Coats, Sizes 4 to 14 Years 
$12.50 Coats reduced t o .................... 
$9.50 
$10.00 Coats reduced t o ........................................... $8.00 
$ 7.50 Coats reduced to .....................................................$6.50 
MILLINERY REDUCED TO HALF 
Two hats for the price of one. 
You have the choice of our 
hat stock and you will find here some beauties, best of the 
season now at ONE-HALF PRICE. 
Come and try us for your 
mid-season hat. 
DO YOUR CHRISTMAS SHOPPING HERE! 
Silks for waists or dresses. 
Handkerchiefs for every member of your fam ily. 
Hosiery for men in Christmas boxes at 25c, 50c and 75c. 
Hosiery for ladies in Christmas boxes 50c, 65c, 75c, $1.00 
and $1.25. 
Bed Blankets from $3.00 to $7.50. 
Hockey Wool Caps for school children, 25c, 40c, 50c and 
65c. 
Underwear— Ladies’ fleeced Union Suits $1.25 to $2.98; 
children’s fleeced Union Suits, 
$1.25; 
boys’ fleeced Union 
Suits, $1.25; men’s fleeced Union Suits, $1.98. 
3409^ Make This Your Christmas Store. Always Cash* 


Hew ut Bul 
MbUSravon 
IlatM st I* Brice. Come 
aud See Them. 


the p ra irie s in large numbers, and 
other gam e was abundant. 
The “ Deep Snow’’ of 1830-1, 
was one of Mr. Robinson’s exper­ 
iences here, but he hail gathered 
his co rn and feed early and had 
plenty of wood 
nearby, 
so 
he 
w eathered that 
land-m ark 
In 
Time. 
A Moldier iii 1 8 1 2 . 
Mr. Robinson served six months 
as u soldier in the W ar of 1812, 
and w as stationed at 
Sandusky 
and Detroit. He crossed over into 
Canada several times, to relieve 
our troops and to carry provis­ 
ions. 
Remarries. 
Mrs. Robinson bore to him ten 
children, four dying in infancy. 
She herself followed these latter, 
soon a fte r the “Deep Snow,” and, 
In A pril, 1834, Mr. Robinson mar­ 
ried 
Miss 
Melinda 
Howard, 
d au gh ter of Sylvester Howard, a 
pioneer of this county. 
HuccecdeU Financially. 
Mr. Robinson became a success­ 
ful farm er, and 
accumulated 
a 
good property. He was living at | 
his e a se in 1872, at the age of, 
seventy eight years, and drew the 
usual small pension of those days 
for his services in the last 
war 
with England. 
Believing 
in 
the 
prevention ' 
rather than cure of crime, 
Mr. I 
Robinson was a strong supporter 
of th e 
Public 
School 
System. ' 
Younger people may not realize 
that th is was ever an issue, as It 
was. Among other illustrations of 
this w as the fact that our curly 
colleges could not receive charters 
for several years. 


was 
a caller on city people yes­ 
terday. 
+ < M 
Miss Fanny Ryan of Alexander 
\v;is a shopper with Jacksonville 
merchants yesterday. 
John Snyder of Alexander was 
a traveler to the city yesterday. 
A rthur Burrus and wife were 
travelers from Meredosia, to the 
city yesterday 
Lee 
Vineyard of White H a ll 
was one of the business c allers in 
town yesterday. 
Mrs. J. W. Adams of 
Loek- 
to disturb | hart. Minn., is visiting friends in 
the city anil vicinity. 
Mr. and Mrs Roscoe Goodpas 
vicinity 
of 
Gram 
callers in the 
city 
i tine of the 
Chapel were 
yesterday 
F. C. Griswold was a city arri­ 
val from White Hall yesterday. 
L. F. Berger of Meredosia war. 
a caller on city friends yesterday. 
James E. Rawlings and family 
of the vicinity of Arnold traveled 
to the city yesterday. 
Earl Smithers and family trav­ 
eled from Winchester to the city 
yesterday. 
Roy Clark 
helped 
represent 
Murrayville in the city yesterday. 


W OM AN’S DANGER 
PERIOD 


Mrs. F ra n k Six 
of 
Alexander 
was a visitor with 
city 
people 
yesterday. 
James 
Edmonson anil family 
of W inchester were travelers to 
Jacksonville yesterday. 
Herbert Mawsou of tho vicinity 
of the P oint culled on tow n peo­ 
ple yesterday. 
Henry Grey of Alexander was 
one of th e city’s shoppers yester­ 
day. 
Otto Lu ken of Waverly was ai 
traveler to the city yesterday. 
William 
Norman 
anil 
w if1 
were down to the city from Liter- 
berry yesterday. 
A. C 
Duewer and fam ily help­ 
ed represent Loami in th e 
city 
yesterday. 
Henry Rockerby was a traveler 
from New Berlin to the city yes­ 
terday. 
Mr. am i Mrs. Charles Steven­ 
son of Little Indian were among 
the callers is the city yesterday. 
Hurry Welch of Waverly 
had 
business 
attractions 
in the city 
yesterday. 
Marry Bray of St. (Louis 
was 
among th e visitors in tow n yes­ 
terday. 
H arm on Boston and wife were 
city 
shoppers from New Berlin 
yesterday. 
Edward Duewer 
of 
Waverly 
wus am ong the city arrivals yes­ 
terday. 
John Lawless and sons 
Carl 
and Ray and families w ere 
city 
callers from Manchester yester­ 
day. 
T. IL McAllister and son were 
travelers from Meredosia to 
the 
city yesterday. 
Mrs. E dw ard Dawson 
bus 
re­ 
turned to her home in this city 
after a visit with her sister. rMs. 
Presley Carson In Springfield. 
Bert Fitzsimmons of tho south 


Mr. and Mrs. A. D. Arnold were 
in tow n from Arnold Station yes­ 
terday. 
F. ll Jcwsbury 
of 
Markham 
was a caller on eity people yes­ 
terday 
C laude Keenan m ade 
a 
trip 
from 
Alexander to tow n yester­ 
day. 
M, W. 
Bugshaw 
and 
family 
were city shoppers from 
Win­ 
chester yesterday. 
Miss Maud Hart 
of 
Waverly 


The period between forty-five 
and fifty-five years of age is said 
to be a crisis or danger period in 
a woman’s life which tests her for 
■ her fitness to 
continue 
In the 
race. 
It Is then that she suffers 
' from such annoying symptoms as 
heat-flashes, nervousness, 
head­ 
aches, “the blues,” 
or dread of 
impending evil, or some dormant 
disease in tho system becomes ac­ 
tive. 
When a woman is passing 
through this crisis 
there is one 
tried and true remedy. Lydia FL 
Pink ha ill’s Vegetable Compound, 
•which after forty years of success 
is now considered 
C e 
•' 
remedy for woman’ 
u . 
‘ Adv. 


James Lazenby 
of 
Markham 
was attending to affairs In town 
yesterday. 


W. IU Megginson of Woodson 
helped swell tho list of city call­ 
ers yesterday. 


Carl Hembrough of Asbury was 
a visitor with city friends yester­ 
day. 


Rev. Thomas Symon was a eity 
caller from Concord yesterday. 


J. L. Seymour and wife were 
city shoppers from Franklin yea- 
; terday. 
M. Zachary and wife of Alex­ 
ander were callers in town yester­ 
day. 


| 
E. J. Reynolds and wife of the 
east part of the county were city 
i travelers yesterday. 


I 
John Lash was a representative 
of Waverly in the city yesterday. 


Colds 


Are 
you subject to them? 
Do you dread or fear them? 
You often hear the expres­ 
sion, “I catch cold easily.*’ 
No such thing is true. 
You do not “ catch co ld ;’ 
cold catches you. Just exactly how or w hy still is a 
debatable question. 
W e don’t need to go into that 
here. * W hat we want you to realize is, that there 
positively is relief for you. 
A c t s instantly on 
colds. 
This is a prov­ 
en 
fact. 
Not 
only 
does chiropractic instantly relieve a present cold that 
you may have, but it puts you in position to effectu­ 
ally resist future attacks. 


No medicine is given. That 
you 
probably 
know. You 
probably know that a cold 
cannot touch you if your system is in good condition 
— that there is no stoppage anywhere, that every 
nerve is functioning and every organ doing its full 
duty. 
If you are suffering from cold, or prone to 
“catch cold” the skilled chiropractor m akes the spi­ 
nal adjustments found necessary to correct the trou­ 
ble and Nature im m ediately sets to w ork to put you 
and keep you in possession of the health that is 
rightfully yours. 


I Shall Be G lad to Have You C all 
D LI r i«ii/v/vo Chiropractor 
I e l l # V J I lg g S 218\ East State St* 


Chiropractic 


Its Operation 


IS 


W h y R is k 
Pneum onia ? 


W hy go op roglccting your bow- 
iv boo every flay that you allow 
boil-wast" to remain In your system 
more poi.iop Is seeping into your 
cloud to undermine your resistance 
.o (Banate? First thing you know I 
you'll have a cold —Urea who knows 
what may follow? 


If you keep ypur bowels active 
md 
free from form ating foo<J- 
.va^tc, you’re keeping po:soim from 
'arming 
You’re giving your blood 
v i hance to light ( olds. 
You’ro out­ 
ing down (he (ilk to the lowest 
possible pplpi. 


Thoro is a new, i patly pleasant 
astin 
salts called GA Ll NOS. 
It 
is pleasant lo use and fully effeetlvo 
In cold water. 
It will completely 
i'm m y 
your digestive 
tract, lo- 
dudlns tile lower bowel whore most 
poisons uro formed. 
Get a bottle 
from your druggist for a Quarter 
part of th e county was transact , . 
.... ™ttiv 
and u Hoi 
lug business in the city yester-)(larder size* Fifty coats and a 
day. 
FRI wa rd 
I^ogan of Springfield, 
representat ive of the Internut lan­ 
ai T ractor Compuny, visited How­ 
ard ZaLn yesterday. 
... . 


jar). 
Be safe! Get it today, Take 
It tomorrow morning. 


Leo Shapiro Ce., Minneapolis U.8* A. 


i 
i 
n 
. 
r n 
i 
i 
o 
W 
h a t , h o r H e r : 
asEy Answered—Listen! 


We are supposing now, of course, that you are a married man, 
or tliut you are looking for a SU’table gift for Mother, for a 
married sister or daughter, or even something for a good- 
hearted landlady— consider these: 
Silver - Nickel - Aluminum 


IN ALUMINUM yon w ill find her* cooking utensils of all kinds, including Perco­ 
lators, Roasters, Kettles end Stewpans. 
IN NICKEL there are C offee Pots, Teapots, Teakettles and Baking Dishes. 
IN SILVI R there are the Knives, Forks, Table und Teaspoons, and miscellaneous 
odd pieces. 


Something in these lines is certain lo please the real home-keeper. 
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M AINO RECOMMENDS 
EXTENSION OF PERIOD OF 
U. S. CONTROL OF R. R. 


I power to pool their resources and j great value and 'benefit has been 


( Continued from Page I) 


to turn back th e roads to private 
management. 
The 
railroad 
administration 
has been preparing to relinquish 
control of the railroads and it was 
the general understanding 
th a t 
the administration would 
w ait 
two or three months before ac­ 
tually starting the relinquishment 
proceeding to give congress 
a 
chance to act. 
Recent 
developments 
have 
shown the difficulty of determ in­ 
ing a final policy at this time ac­ 
cording to railroad administration 
officials. Most railroad 
owners 
and managers a re said to 
have 
urged that the roads be relin­ 
quished, but u n der some sort of 
remedial legislation giving them 


Give Something 
ELECTRICAL 
This Christmas 


We Suggest a 
Percolator 
Electric Iron 
Toaster, Stove or Grill 
Boudoir Set 
H eating Pan 
Curling Iron 
Portable Lamp 
Flashlight 
Vacuum Cleaner 
Electric W asher 
or a 
Sewing Machine 


J. C. Walsh 


ELECTRIC CO. 
300 East State St. 
Either Phone 595 


cs 


TOILET SETS 


For Lady or 
Gentlem an 


A toilet set always is a 
most sensible and ac­ 
ceptable gift. 
You will 
find 
here a 
splendid 
line from which to se­ 
lect. 


We 
do 
grinding— Shears, 
Razors and Clippers 


H. B. JAEGER 
Barber Supply Co. 


222 South M ain Street 
IU. Phone 785 


Happy 


W ell! I Should Say! 
Nothing you 
can buy 
will make th at little girl 
happier than one of 
OUR DOLLS 


and Doll Buggies 


While here ask to see 
our line of K odaks and 
Kodak Albums. 
The Book & 
Novelty Shop 


Successor to A. H. Atherton 
Earn Side Square. 


I eliminate wasteful 
competition. 
There have been no im portant ad- 
j meat es of restoration of the old 
conditions according to officials. 
The friends of government own­ 
ership have just begun to renew 
agitation for retention by the gov­ 
ernment of permanent 
control 
and later purchase of the roads’ 
property. 
Time Not Sufficient. 
When the railroad control bill 
; was enacted Mr. McAdoo urged 
j that the period of control not be 
i lirffued to 21 months after the 


J formal close of the war 
saying 
| this would not give opportunity 


I for a real 
test 
of 
government 
management. At that time, he ex­ 
pressed himself as opposed to gov­ 
ernment ownership. Recently he 
again expressed 
disappointment 
that government management had 
such lim itations saying th a t there 
was danger of the railroad ques­ 
tion becoming a political issue in 
the elections of 19120. This would j 
be unfortunate, he said, because \ 
the railroad question was purely j 
economic, 
and 
should 
not 
be j 
properly entangled with political 
; issues. 
Must ^Extend Foreign Trade. 
j 
“Upon th e 
efficiency 
of 
the ! 
transportation machine in Amer- I 
ira,’’ said Mr. YfcAdoo depends in I 
great m easure the future prosper- I 
ily of the nation. Involved in this I 
prosperity is the extension of our ! 
foreign trade. We produce 
so : 
much more than we consume that I 
markets m ust be found for that 
ijiplus. 
These markets are the 
ompetitive markets of the world. 
We must he able to enter them 
:pon equal terms with any oilier 
la turn. Our transportation system 
loth on 
land 
and 
water must 
herefore function at tile highest 
joint of efficiency and at the low- 
?.t posible oost, if we are to get 
»ur reasonable and fair share of 
he world's trade and in turn be 
able to keep a prosperous, con­ 
tented 
and 
happy 
population 
home. To attem pt to continue fed­ 
eral control under the inadequate 
provisions of the present federal 
control act and for the very brief 
oeriod it authorizes would be to 
multiply our difficulties and In­ 
vite failure. On the other hand I 
un convinced from the experience 
•rom the past year that, the re­ 
turn of the railroads to the old 
competitive conditions will 
toe 
hurtful alike to the public inter­ 
est and to the railroads 
them ­ 
selves. This course however, will 
bring fewer evils in its train than 
the unsatisfactory, if not 
impo­ 
r t . federal control provided for 
by the present act. The railroads 
were taken over as a war mea.s- 
’ire. They have been 
operated 
during the past year for the para­ 
mount purpose of winning 
the 
war. I think it will be generally 
admitted th a t the war 
service 
has been 
successfully 
rendered 
and I am sure that experience of 


gained not oniy for the public but 
for the railroads themselves dur­ 
ing this brief test.” 
Conference Called. 
A conference of representatives 
of interests affected fcy transpor­ 
tation will be held hel^Tbmorrow 
and Friday at the call of the Unit­ 
ed States Chamber of Commerce 
to formulate a statem ent of prin­ 
ciples which may serve 
as 
the 
basis for popular discussion of the 
nations’ future attitud e 
toward 


WAR BILL FOR ALLIES 
AGAINST GERMANY IS 
HUNDRED BILLIONS 


(Continued from Page I.) 


cerned we have an absolute right 
to demand the whole cost of the 
war from Germany. 
Second— We propose 
to 
de- 


railroads and other 
tra n sp o rts j 
V e ^ n y 0’® C0St of the " ar 
Third— When you come to the 
exacting of it we m u st exact in 
such a way that it does not 
do 
more harm to the country that re- 


tion agencies. 
The conference will be informal 
and development of a definite pro­ 
gram is not expected at this time. 
Invitations to participate, have 
been sent 
to representatives 
of 
these: 
Financial, commercial and in­ 
dustrial, agricultural, civic 
and 
social, labor, railroad administra­ 
tion, interstate commerce 
com­ 
mission, state utilities 
commis­ 
sions, steam and electric roads, 
expres, 
highways 
organizations 
and steamboat lines. 


DESERTERS W OULD BE 
BARRED FROM LEAGUE 


ForYourPiles 


A Free T rial o f Pyramid P ile T reii* 
n e a t W ill M ake You a W arm 
F riend for Life. 


Resolution Will B e Presented at 
American ‘League Meeting To­ 
day to Keep Shipyards Players 
from He-joining Clubs. 


Chicago, 
Dec. 
l l . — Baseball 
players of the American League 
who deserted 
th e ir 
clubs 
last 
season for positions in shipyards 
probably 
will 
be 
barred from 
playing in the league is a resolu­ 
tion to be introduced at the an­ 
nual meeting of the 
league 
to­ 
m orrow 
is 
adopted. 
President 
Ban Johnson said 
tonight 
that 
a resolution had been 
prepared 
for 
submission to the meeting, 
but he withheld the name of 
the 
club owner who drew It. Radical 
retrenchm ent 
will be the policy 
adopted for 
the 
1919 
season 
President Johnson said that while 
the club owners did not favor re­ 
ducing the present player limit 
of tw enty five, they would 
not 
carry any 
more 
players 
than 
absolutely necessary on the road 
trips and that the club trainers 
probably will be left 
at 
home 
The American League 
executive 
favors a joint, com m ittee 
meet­ 
ing with a committee from 
the 
National League to consider the 
problems confronting the future 
of baseball. 
The proposal came 
from 
President 
"Heydler of the 
National League today. 
The length of the 1919 schedule 
and th e 
date for 
opening the 
season 
will be am ong the ques­ 
tions to be considered tomorow. 
W’hile President Johnson favors 
a 140 game schedule 
the 
usual 
program of 154 games 
probably 
will be adopted. 


Just t h i n k of it! 
P y r a m i d Pile 
Tr eat m en t is s o v.'oll k n o w n a n d so 
e x t e n s i v e l y c a l l o ! fu r c s to be f o u n d 1 
on salt* in a l m o s t ev ery dru g et ore 
t hr ou g h ou t t h e 
•’•tiled S t a t e s and ! 
Canada. 
• 
Pyramid 
P i l e 
Tr e a tm e n t 
g iv er 
quick relief, s t o p s itching, b l ee d i n g 
or 
pr ot ru din g 
piles, 
h e m o r r h o i d s I 
and &uch r e c t a l troubles, in t he prl- j 
v a r y of vour o w n home. 
60e a box 
at all d r u g g i s t s . 
Take s o suLsti 
J 
i ut**. 
Irr«- .sam ple 
fur tria l 
w i t 
| 
book let m a l l e d fr ee in plain w r a p 
t 
ner, if y ou s e n d us coupon be lo w. 


FREE S C IP L E COUPON 


” i. 
i 
i 
i 
r 
» 
n 
i 
t 
r 
o 
c 
o 
m 
p 
a 
n 
y 
. 


i>-j P y r a m id Hldg., Marshall, Mick. 
/'n. ’Iv «> rat 
n e 
a 
Kepi' va midi* of 
a .Hid P i!* Trchtm tent, In plain w rapper. 


l r .......................................... S .ate 


READ AMENDMENTS 
TO REVENUE BILL 


WASHINGTON, Dec. l l . — For 
mality of reading and considering 
minor and unopposed amendments 
to the w ar revenue bill was reach­ 
ed in the senate sooner than ex­ 
pected because 
senators prepar­ 
ing addresses were not ready to 
proceed. 
Reading of the 
bill by senate 
clerks proceeded for several hours 
without 
discussion by 
senators 
and w ith less than a dozen mem­ 
bers in their seats. 
Senator La- 
Follette of 
Wisconsin requested 
postponement of consideration of 
virtually the 
entire 
income tax 
section and this and other contro­ 
verted provisions went over under 
unanim ous 
consent 
agreement. 
Senator Smoot of Utah presented 
his m inority report predicting that 
the 
country’s 
requirem ents 
in 
1920 will be $10,000,000,000 and 
suggesting radical changes in the 
bill’s policy, proposed a one per 
cent gross sales tax and opposed 
the excess profits and other pro­ 
visions of the pending bill. 


MAY RESTORE OBSER­ 
VATION CARS 


W ashington, Dec. l l — Restora­ 


tion of observation cars, club cars 
and o th e r forms of special 
ser­ 
vice taken off of possenger trains 
during the war were discussed to­ 
day at a conference of 
regional 
passenger traffic committees with 
Gerrit Fort, passenger traffic di­ 
rector for the railroad admini- 
station. 
Plans were 
also 
made 
for lim ited passenger service ad­ 
vertising 
in 
preparation 
for 
travel next summer. 


, eeives it than the country that is 
‘ paying it. 
F o u rth— The commission 
ap­ 
pointed by the British cabinet be­ 
lieves that it can be done. 
Fifth— The allies a re in exact­ 
ly the same boat. We shall put in 
our demands altogether and what­ 
ever they are they m ust come in 
front of the German w ar debt. 
The prime minister continued: 
“The first consideration in the 
minds of the allies will be the in­ 
terests of the people upon whom 
the G erm ans have m ade war and 
not in the Interests of the Ger­ 
man people who have m ade war 
and have been guilty of 
that 
crime." 
Hold Kaiser Responsible. 
W ith regard to the form er Ger­ 
man emperor the prem ier said: 
“There is absolutely no doubt 
that he has committed a 
crime 
against international 
rig ht 
and 
there is absolutely no doubt that 
he ought to he held responsible 
for it so far as the European al­ 
lies are concerned." 
The premier said he hoped that 
America would take th e 
same 
view when President Wilson ar­ 
rived as to 
the 
dem and 
that 
would be put forward on the part 
of the European allies to 
make 
the kaiser and hfg 
accomplices 
responsible for this terrib le crime. 
Referring to a le tte r said 
to 
have been written by a British 
general to a French general In 
which the British 
officer 
was 
quoted as saying it was proposed 
to establish a British 
national 
arm y of twentvHUvisions based on 
conscription, but that "th e cabi­ 
net would not touch th is 
until 
after the elections and then not 
until this league of nations non­ 
sense has been discussed at the 
peace conference," P rem ier Lloyd 
George declared: 
‘‘The cabinet never heard of the 
scheme. So far as th e cabinet is 
concerned It is purely an expres­ 
sion of the opinion of some gen­ 
eral." 


W AR CONSTRUCTION 
PROJECTS CANCELLED 
WASHINGTON, 
Dec. 
l l .__ 
Abandonment of nineteen 
war 
construction 
project^ 
including 
a num ber of nitrate 
and 
other 
chemical plants was 
announced 
today by the 
war 
department. 
Abandoned projects include: 
The 
nitrate 
plants 
at 
Cin­ 
cinnati, 
Toledo, 
L ittle 
Rock, 
Grand Rapids 
and 
Brunswick, 
Ga., 
and 
the 
Sulphuric 
Acid 
plants ut Grand Rapids and Em­ 
porium, Pa., a 
tetryl 
plant 
at 
Senter, Michigan, a T. N.~T. plant 
at 
Giant, 
Calif., 
construction 
work at the Western 
Cartridge 
Company, 
East 
Alton, 
111. 
Abandonment 
of the picric acid 
project at Grand Rapids involved 
also cancellation of contracts for 
the construction there of 20 
five 
room bungalows, five IOO 
man 
barracks, ten cottages and other 
houses for workmen. 


SE E K H IGH ER W A UER 
Chicago, Dec. l l . — William F. 
Ogburn, formerly a professor of 
economics 
in 
the 
Washington 
State University and now an ex­ 
am iner for the war labor 
board, 
was the first and only witness in 
the hearing of the petition of tho 
packing house employes for more 
wages, better working conditions 
and 
other 
concessions 
before 
Judge Alsehuler, federal arbitra­ 
tor in the dispute, today. 
Mr. Ogburn stated th a t in his 
opinion $1,760 was the minimum 
amount upon which a family of 
five persons could live in reason­ 
able comfort. 
Ole advocated the 
paying of unmaried m en of 23 to 
25 years old this am ount in order 
to give them the chance 
to 
get 
married, 
declaring 
th a t 
mar­ 
riages at an early age should be 
encouraged. 


To the Farmers 


lf you had surplus money on hand you would be looking 
for some place to invest it or loan it at the very best rate of in­ 
terest. Now if you will come to us for anything that you are 
going to need in Plows, Disc Harrows, Cultivators, Peg Tooth 
Harrows, Planters or any thing in the Farm Machinery line that 
we now have in stock we will give you a cash discount that will 
pay you good interest on your money invested. 
A Good Investment is a 


Sip! Non-Waste Hog Oiler 


WITH FIVE GALLONS OF OIL 
MARTIN BROS. 


Distributor* for the Lexington “ Minute Man Six” Automobile. 
B ell Phone 230. 
Oppo*ite City Hall 
Illinois Phone 203 


MACHINERY SPEEDED I P 
Washington, (Dec. 
l l . — Mach­ 
inery of the treasury’s w ar 
risk 
bureau 
has been speeded up to 
hasten the 
distribution 
of 
al­ 
lotment and allowance checks to 
soldiers’ and sailors’ families by 
Christmas, it was announced to­ 
day. 
An army of clerks now Is 
turning out checks at the rate of 
140,000 a day. 


CLYNES, 
BRITISH DELEGATE. 
LONDON. Dec. IO.— Joh n Rob­ 
ert d y n e s, former food controller 
for Great Britain, will lie one of 
the British representatives at the 
peace conference according to an 
announcement made todaj'. 


LIST FILLED? 
We don’t believe you 
can find anything th a t 
will please better, p a r­ 
ticularly 
t h e 
absent 
ones, than 
Photographs 
There is yet time to a r ­ 
range for sittings, but 
none to spare. 
Como 
in and 
see 
the new 
“ ideas’’ in artistic pho­ 
tography. 


MOLLENBROK 
and 
M’CULLOUGH 
234 Va W elt State St. 
111. Phone 808 


START LEGAL ACTION 
| 
AGAINST EX-KAISER 
i 
PARIS, Tuesday, Dec. IO.— Le- 
I gal action ag ain st’ 
the 
former 
J German em peror has been com­ 
menced by an 
organization 
of 
"Lille Mothers." 
The demand for 
prosecution states the command­ 
ers of the G erm an army in A pril 
1916 directed th a t minor girls be 
carried away from their families, 
th a t they were submitted to od­ 
ious treatment and forced into 
close contact w ith notorious wo- 
men. 
The statement of complaint says 
that whereas said 
commanders 
were thus guilty of the crime of 
abduction 
and 
that they were 
under command of their former 
emperor, prosecution is dem and­ 
ed. 


M ANY LIVES SAVED 
BY COAST GUARDS 
I 
WASHINGTON, Dec. 11— Coast 
I guard life savers rescued 1,250 
: persons from drowning during the 
I year ending last June 30, and as- 
j sisted more than 11,OOO others on 
vessels in distress, according to 
! the annual report of Captain E. P. 
! Berthold commandant of the coast 


I guard, made public today. 
Many 
j of those rescued were from ves- 
j sels sunk by German submarines 
off the Atlantic coast. 


INDICTED FO K DEATH AT 
CHICAGO HOSPITAL 
Chicago, 
Dec. l l . — Louis 
Neihouse, a form er guard at the 
Chicago State Hospital for 
the 
Insane, was indicted today on 
a 
charge of m anslaughter in con­ 
nection with th e death of Joseph 
Simmerling, a patient at the in­ 
stigation who died from a beating 
alleged to 
have 
been 
adm ini­ 
stered to him. 
The 
grand jury 
is expected to Investigate 
other 
deaths at the institution. 


i 
AMSTERDAM, Dec. ll.—Dis- I 
cussions over the prolongation of I 
the armistice between the allie s, 
and 
Germany 
will 
begin 
at 
Treves, Dec. 12, according to the 
North German Gazette. 
All ship­ 
ping on the Rhine now is under 
the control of an Inter-allied com­ 
mission. 


AIR CRAFT CONSPIRATORS 
ARE (HELD 
Chicago, 
Dec. 
l l . — Ira 
J. 
O ’Malley, 
an aeronautical engi­ 
neer and Miss 
Anna 
Dorin, 
a 
stenographer w ere indicted 
by a 
federal grand ju ry 
here 
today, 
charged with conspiracy to obtain 
information abo ut aircraft con­ 
struction used in the national de­ 
fense. 
Miss Dorin w as employed in an 
automobile plan t in Detroit and 
is accused by the government as 
having forwarded to O’Malley at 
his office in Chicago a set of plans 
for the Liberty Motor. 


W ILL TURN K R U PP WORKS 
INTO FACTORY 
Amsterdam, Dec. l l . — The di­ 
rectors of the 
Krupp 
munition 
works 
have announced th eir in­ 
tention to transform 
the 
plant 
into a factory 
devoted 
to 
the 
a rts of peace an d have requested 
th e 
workers th e re to make pro­ 
posals for the m anufacture 
of 
peace 
materials, 
according 
to 
th e Cologne Gazette. 


Lima, 
Peru, 
Dec. 
IO.— Dr. 
Francisco Tudela, former Peru- 
' Vian foreign minister, sailed to­ 
day for Washington 
to 
assume 
his 
post 
as first Peruvian Am­ 
bassador to the United States. 
SATISFYING RELIEF 
FROH LUMBAGO 


Sloan’s Liniment has tbs 
punch that relieves 
rheumatic twinges 
, 
— .... 
Th;* 
varmth-givlng, 
congestion* 
•cattering circulation-stimulating rem­ 
edy penetrates without rubbing right to 
the aching spot and brings quick relief, 
surely, cleanly. A wonderful help for 
external pains, sprains, strains, stiff­ 
ness, headache, lumbago, bruises. 
Get your bottle today—costs little, 
neons much. Aok your druggist for it 
by name. Kecp_ it Kar.dy for the v/liolo 
family. The big bottle is economy. 


The personal thought—the spirit of giving, deter­ 
mines the value of the gift. 
What, then, could be more fitting than your por­ 
trait for the Christmas remembrance—to carry your 
sincere message of friendship? 
A dozen portraits solve, at once, a dozen perplex­ 
ing gift problems. 
I can take pictures regardless of w eather condi­ 
tions. 
Make an appointment today, at 
H S. KUBOTA’S STUDIO 
HockeuhuII Bldg., F ast Side Square 
Winola Phone 1260 


■HI 


Gift Bulletin 


VESSELS ORDERED HOME 
Rio Janiro, Tuesday, Dec. IO. 
— The 
British 
admirality 
has 
notified 
Brazil th a t there is no 
further need of 
Brazilian 
w ar­ 
ships 
for 
patrolling 
European 
waters. 
The 
vessels, therefore, 
have been ordered home. 


]L i i-i i m 
c u t ^ 
* K i l l s P a i n y 


A Merry Christmas 


and a 
Happy New Year 


to All 
Achenbach 
Signs 


221 S. Main. 
111. Phone 832 


■ ■ w ir iw iw n i iii ii i11" if. 


Cut Glass 


Picture in your 
mind a 
dining table spread with 
snowy linen aitd set 
out 
with various articles of sparkling cut glass—for in­ 
stance, 
cut glass water set, pepper and salt individ­ 
uals, salad dish, flower bowl, fruit and 
n u t bowl. 
These are a few of the items suggestive of the splen­ 
did line of cut glass that you will find here, and all so 
reasonably priced. 


And Speaking 
of Silverware 


Something in this line 
which adds to to a ta­ 
ble’s delightful appear­ 
ance, always is an ac­ 
ceptable gift. O ur lines, 
in solid and heavy plate, are most complete—never 
more so, and the Gift shopper certainly will find here 
just the item wanted, whether it be a single piece or 
completely filled chest. 
Schram & Buhr man 


W e Make a Specialty of Perfect Diam onds 


rn I 
I I 


MSI 


Read the Journal; 12c a week 


Duffner’s, The Gift Store 
For Everybody 


W hen we say “Everybody” we mean just that. 
Everybody can find here the G ift Suitable, 
both from the standpoint of the satisfaction o f the giver and the pleasure of th e recipient. 
Rem em ber, a useful gift is a sensible one, and cannot fail to give th e utmost d elight. 
We 
o ffe r a few suggestions below : 
For Men and Boys 


Night Shirts 
\ 
Suits 
Garters 
Silk Shirts 
Overcoats 
Arm Bands 
Madras Shirts 
Mackinaws 
Cuff Buttons 
Wool Shirts 
Raincoats 
Collar Buttons 
Sweaters 
Bath Robes 
Knives 
Fancy Vests 
Pajamas, silk 
Chains 
Mufflers 
Pajamas, outing 
Stick Pins 
Hats 
Pajamas, Muslin 
Lodge Pins 
* ,. 
Fur Caps 
Army Shirts 
Soft Collar Pins 
Cloth Caps 
Army Sweaters 
Silk Collars 
Neckwear 
Umbrellas 
Linen Collars 
Handkerchiefs 
Canes 
Collar Bags 
Gloves 
Brushes 
House Slippers 
Mittens 
Traveling Kits 
Trunks 
Underwear 
Suspender^ 
Traveling Bags 
Lisle Hose 
Silk Hose 
Suit Cases 


For the Ladies 
Silk Gloves 
Kid Gloves 
Sweaters 


Wool Gloves 
Motor Hose 
Silk Hose 


Auto Caps 
Handkerchiefs 
Traveling Bags 


Suit Cases 
Oversea Caps 
Overseas Caps 
The Early Buyers Get Best Selections 


We Carry 


the Largest 


Assortment of 


LADIES* 


SILK HOSE 


in the City. 


(H oleproof) 
l S i y V . S t D E O — P h o n e 3 2 3 
JACKSONVILLE, 
f ILL. 


LADIES* 


KID and SILK 


GLOVES 


If you 


haven’t seen them 


you should. 


JACKSONVILLE PATLY JOURNAT 
THURSDAY MORNING, DEC. 12, 1918 


SOCIAL AGENCIES 
SEE RESPONSIBILITY 


Im portant 
( ’ouferem e 
H eld 
by 
W orkers iii New York 
C ity— 
Only One on Program 
*<1 to 
.Attend* 


speakers or leaders in discussion, 
only one was absent and he was 
confined to his home with pneu­ 
monia. 
Morning, afternoon and 
evening sessions were 
held 
and 
the 
delegates to th e conference 
wasted none of their tim e while 
in New York, 


he recent conference on de- 
An idea or the scope of the con- 
ference m»v 


ARE NOW ILL 
• 
i 
T h e health conditions h av e so 
The Contribution j im proved with the S. A. T. C. u n it 


ering notable in many ways. 
Dr. tr |a , s ta n d a rd s ;" "In d u stria l De 
Felix A dler, president of th e na- mobilization and the 
Future of 
----------------------------- 
lienal c 
h 
i 
l 
d 
t 
h 
e 
United 
States 
Employment FEW S. A. T. C. MEN 
presided a t a 1 iWssionsk 
J I Service;" 
‘‘The 
Conservation of 
co-operating in the a rra n g e m e n ts New Federal s ta n d a rd s." 
Other 
for the conference included m ore them es were 
than a h u n d red l 
« 
o l o , p i | - 
the Red Cr03g Hom(, S e n ,lce [o 
Ized social 
agencies, located 
in 
o rg an jzei} ScKfial E ffo rt— Its Fu- 


v 
a 
r 
i 
o 
u 
s 
p arts of the U 
. 
S 
. 
j lu r e ;” "Medical 
Demobilization: 
T h e Interest Keen. 
j How Can Released Physicians and 
The im portance 
with 
which J Nurses be Enlisted fo r the New 
those on th e program viewed the Public 
H ealth ;" 
"P erm anent 
conference was emphasized by th e J Values In W ar Camp Community 
fact th at on a program sh o w in g ; Service.” 
the nam es of more 
th an 
fifty 


P ittsb u rg , W ashington, B a ltim o re ,: FORMER RESIDENT 
phta.mNew York. eta.10”' Phlla,loI'| 
MET SUDDEN DEATH 
“ Every m an and woman on t h e ’ _ „ n 
, 
p ro g ra m responded except 
o n e, 
u, 
r„ 
I® Auto < ol- 
w ho was ill of pneumonia. 
! 
Balon in Kansas < ity— Moved 
“ I 
was g reatly impressed by j 
° ,n H e re to Kansas, 
th e spirit and endeavors o f the 
. 
. 
~~Z~l 
w orkers. 
T he discussions 
w ere 
. 
n u m b e r of Jacksonville peo- 
w onderfui revelations to m e, o f' 1 .e w 
rem em ber J. S. Dauber 
capabilities, devo- j 'vho at one time was ^ resident 
altruism an d tru e ^eie, ^ d 
re8ret to know of 
of men and worn ! f n *ac.C, f l l 
Ti!1 !?-, Be recently 
en I n 
this war work service.” 
I 
j s 
Bfe. 
W. h . Widmayer 
I yesterday received a K an sa s City 
i paper tellin g 
of 
Mr. 
Dauber's 


PAGE FIVE 


SOLDIER DIED 
AT CAMP TAYLOR 


Henry K. Join's Died of Pneum o­ 
nia 
W ednesday 
Afternoon— 
Body Will B e Brought Here for 
Burial. 


j death th e re . 
He had a short time 
since purchased 
an 
automobile 
and was driving with a friend, a 
Kansas City physician, when 
a 
a t Illinois College that the a u th o r- heavier c a r struck them and Mr. 
P ie s were able to report th a t the J Dauber w as thrown to the side- 


A TEXAS WONDER 


W hen the topic of “ The Rela- 
I tion of Social Agencies to Recon- 
| '-traction” 
was 
discussed 
Dr. 
Frank P. Norbury of the National 
, Com m ittee for Mental 
Hygiene, 
j’br. Texas Wonder for kidney ; was one of the speakers. 
Dr. Nor­ 
and Madder troubles, gravel, dla- I bury In a recent letter to a Jack­ 
m a n weak and lame hacks, rheu- non Ville friend thus summarized 
mutism and irregularities of the 
his views of the conference: 
kidneys and bladder In both men , 
D elegates from M any Cities 
and women. 
Regulates 
bladder 
“The sessions were intensely in- 
trouhle* in children. 
If not sold 
threating and were all-day 
and 
by your druggist, will be sen t by 
late In the evening affairs. 
To 
mail on receipt of #1.25. One sm all 
have heard Felix A dler was alone 
bottle Is tw o months* treatm ent j worth a trip to New 
York for 
and often cures. 
Send for sw orn anyone. 
We had representatives 
seven testim onials. 
Dr. 
E. 
W. 
from St. Paul, St. Louis, Kansas 
Hall, 2926 O live Street, St. Louie. 
City, Chicago, Indianapolis. Louis- 
Mo. Sold by druggists.— Adv. 
j Ville, Cleveland, D etroit, Buffalo, 


Holiday Goods 


A t Prices You Can 
A fford io Pay 


Don’t buy a single piece of White Ivory goods 
until you see our large assortment; we can save you 
money on all of your holiday buying-. 
Don’t think 
that 
because 
our S. W. Corner 
Square windows are torn up that we haven’t the 
goods. 
We have m ore than usual. 
Either the East 
State St. or the S. W. Corner Square store is pre­ 
pared beyond your expectations. 
Come in and look 
around. 


Manicure Sets $1.50 to $ 1 2 
Comb He Brush Sets $.1 to $ 2 5 
Shoe Buttoners .25c to 75c 
Hair B rushes . . $1.50 to $7 
Puff B oxes . . . . 75c to # 3 
Pin Cushions . 50c to $ 1 .5 0 
Trays . . . . . . . 25c to $ 3 .5 0 
Military Brushes .$4 to $ 8 
Glove B o x e n 
$5 to $H 


Nail F i l e s ___ 
Shoe Horns . , 
C o m b s ............... 
Jewel Boxes . . 
Hair Receivers 


Ail of the above item s are W hite Ivory. 
We have many 
other g ifts ranging in price from 25c to $10.00. 
The Armstrong Drug Stores 
Quality Stores 
s i™ 
Quality Stores 
“ 
Southwest Corner Square 
23S East State St. 
111. Phone, 602; Bell. 274 
Both Phones 800 


Real Estate, Loans 
and Insurance 


We are still selling Farms and City 
Property. There is a big demand for 
farms; come in and buy before they get 
higher. 
A fine 80a., good imp., as good land as 
in Morgan Co., $250 per a. 
170 a. all 
good black farming land, $225 per a. 
IOO a. all in grass, $225 per a. 40 a. with 
good imp., $150 per a., and lots of others 
worth the money. Come and see me be­ 
fore buying. 
N o rm a n D ew ees 


Illinois 56 
307 A yers Bank Bldg. 
B ell 265 


Carbon, Facts 


Strange as it may seem , 
not one m an in ten realises 
the d am ag e carbon does his 
motor. 
H e believes th a t if 
he has tile carbon "scrap e d 
ou t” or "burned out” once 
in six m o n th s or a year th a t 
ho is (aking good care of his 
motor. 
Never w as there a b ig g er 
mistake. No gasoline m o to r, 
no m atter th e make or how 
expensive, can 
run 
to ex ­ 
ceed four or five h u n d re d 
miles w ith the present g ra d e 
of ‘'g asoline” (56 per ce n t 
gasoline 
und 
4 4 
per cent 
crude) 
w ithout 
su ffe rin g 
from carbon. 
Some of its 


valves will havt carb o n un­ 
der them , which m e an s loss 
of com pression and, conse­ 
quently, a much la rg e r con­ 
sum ption of gasoline. 
It al­ 
so m eans that one o r two 
cylinders will have less pow­ 
er th an th e 
others, 
th ere­ 
fore unequal explosions to 
rack your car from en d to 
end. to 
loosen 
b o lts ‘an d 
nuts, to s ta rt rivets, to bring 
creaks an d groans to body 
of fram e, to m ake knocks, 
thumps an d bumps and thus 
rapidly destroy a perfectly 
good m o to r and send a per­ 
fectly good 
autom obile to 
the ju n k pile. 


The “H appy Thought” Carbon Remover, for cars 
and tractors (an attachment), positively is guaran­ 
teed to keep carbon away. Endorsed by dozens of 
Jacksonville users. 
Let me show it to you. 
L. F. O ’Donnell 
IU. Phone 423 
228 West State St 


35c to $1.00 
. . 8 5 c to TIU' 
35c to $1.50 
. . 75c to #H 
. . . 75c to $3 
Perfum e Bottles 50e to $8 
M ir r o r s.................... 75c to $0 
Photo Frames . 25o to $3.50 
Soap Boxes . . . 25c to 75c 


n u m b e r of th o se ill bas been re ­ 
d u ced to nine. 
A few days ago 
fo rty five w ere under tre a tm e n t, 
a lth o a larger percentage of th e m 
sh o w ed 
only a degree or tw o of 
rever. 
The methods were 
evi­ 
d e n tly successful 
for 
now 
the 
n u m b e r has been reduced as in d i­ 
cate d . 
T h e much talked 
about 
u n i­ 
fo rm s were distributed to th e m en 
yesterday and since "m in d ” 
is 
said to 
have som ething 
to do w ith 
dise ase 
this very fact may have 
aid ed the u n it health situ atio n . 
At an y rate th e men a re very 
m u c h gratified that the final w ar 
dep artm en t o rd e r authorized the 
distribution 
of 
the 
u niform s. 
T h e re had been several previous 
o rd e rs about th e uniforms o f a 
conflicting kind. 


walk n earb y and crushed in such 
a way th a t he died instantly. 
Mr. D auber when in Jackson­ 
ville lived on 
North 
Diamond 
street n e a r 
the 
residence 
of 
Charles 
Hopper. 
T h e 
family 
moved from this city to Newton, 
Kansas, an d that was Mr. Dau­ 
ber’s hom e, altho 
th e 
accident 
which caused his death happened 
in K ansas City. 


GAMES 
TOYS 
DOLLS 
A fine line of goods. 
BRENNAN’S, South Sandy 


WITH THE SICK 
Mrs. 
Frank 
Tarzewell of the 
vicinity of W oodson u n d erw en t a 
sev ere operation at Our S a v io r’s 
ho sp ital yesterday for gall stones. 
At last accounts she was g e ttin g 
aloof; satisfactorily. 


FUNERALS 


BIRTH RECORD 
B orn, to Mr. and 
Mrs. 
J a m e s 
M ag n er of N o rth Praire 
stree t, 
S unday, a son, d ia rie s W illiam . 


De Prates. 
Funeral services for Mrs. Jo a­ 
quin D eF rates were held a t Jack­ 
sonville 
cemetery 
W ednesday 
morning a t 
10:30 
o ’clock 
in 
charge of the Rev. J. D. Morphia, 
pastor of N orthm inster 
church 
There was a large n u m b e r or rel­ 
atives an d friends p resen t to pay 
tribute to her memory. 
Three 
granddaughters of th e deceased, 
Mrs. 
W illiam 
Day, 
Mrs. 
Roy 
Koodrick and Miss E v a Vascon- 
cellos cared for the flowers. 
The 
bearers w ere A. P. Vasconcellos, 
E. M. B aptist, John A. Smith, J. 
H. Vasconcellos, 
Gun 
DeFrates 
and Jo h n N. Joaquin. 


Private H enry K. Jones died at 
Cam p Taylor a t 
2:30 
o ’clock 
Wednesday afternoon of pn eu m o ­ 
n ia after a few days illness. 
De­ 
ceased entrained with the co n tin ­ 
gent that left Jacksonville Ju n e 
28. 
He was in the supply com ­ 
pany of the 4th regiment. 
Private Jones was born in M an­ 
chester 26 years ago and was the 
son of Mr. 
an d 
Mrs. 
W illiam 
Jones. 
He is survived 
by 
his 
parents, his widow and one sister. 
W hile a resident of Jacksonville 
he* was employed by the C entral 
Union Telephone company. 
The body will be brought to 
Jacksonville for burial and will 
be taken to th e hom e of his m o th ­ 
er-in-law, Mrs. E lla Murphy, 820 
E a st State street. 
Funeral a r ­ 
rangem ents will be announced la t­ 
er. 


Apron sale at Mrs. Hoov­ 
er Millinery 
Store, 
Friday 
and Saturday. 


DEATHS 


PRESENTED MEMORIAL. 
Mrs. Walter Patterson of M u r­ 
rayville has been presented a s e r­ 
vice pin and a beautiful fern by 
w om en of Murrayville. The to k e n s 
a re in rem em brance of Mrs. P a t ­ 
te r s o n ’s son, Clarence, who 
re ­ 
cen tly lost his life at the 
w ar 
fro n t. Mrs. Ii. B. Daniel was one 
of th o se active in raising the fund 
w hich made it possible for 
the 
M urrayville w om en to th u s 
ex­ 
press their sym pathy. 


RETURN FROM WEST. 
M r. and Mrs. A. W. B aldw in 
have arrived in Jacksonville 
to 
spend a num ber of months. For 
tw o years past Mr. and Mrs. B a ld ­ 
win have been living in M anito, 
Colo. 


J 


J. K. Long, who has been co n ­ 
fined 
to his honfi? Tor 
several 
w eeks by illness, now is able to 
ta k e a short rid e each day an d is 
h o p in g that w ithin a week or ten 
days he cad be a t Tiis office. 


KANSAS CITY CAR 
SYSTEM TIED UP 
KANSAS CITY, Mo., Dec. 1 1 - 
Street ca r service in K ansas City 
has been absolutely at a standstill 
for m ore 
than 
tw elve 
hours; 
many 
in d u strial 
p la n ts 
have 
ben forced to close an d most of 
the residential 
sections 
of 
tilt 


Dougherty. 
Mrs. Julia Dougherty, a form er 
resident of Jacksonville died at 
h er home in Chicago 
at 
4:30 
o ’clock Monday afternoon of pneu­ 
monia following a n attack of in­ 
fluenza. 
Deceased was the daughter of 
Ja m es and A nna McBride and was 
born in this city 52 years 
ago. 
She grew to womanhood here and 
was married to John D ougherty 
iii 1888. 
Besides her husband she is s u r­ 
vived by the following children: 
Clyde, James an d Alice D ougherty 
all residing a t home. 
She also 
leaves two brothers, Jam es and 
P atrick McBride of this city and 
one sister, Miss Mollie McBride 
of Chicago. 
For a num ber of years afte r 
th e ir m arriage 
Mr, 
and 
Mrs. 
Dougherty resided in this city, re­ 
moving to C hicago about tw enty 
years ago. 
Mrs. D ougherty was a faithful 
m em ber of the Church of O ur 
Savior and faith fu l in her w or­ 
ship. 
She was a woman devoted 
city are w ithout electric 
lights 
to her home and family and was 
aa a strik e of street c a r and pow 
er house employes. 
The m en demand th e increase 
in wages aw arded th em by 
the 
federal wra r labor board, 
which 
was contingent upon th e financial 
resources 
of 
the 
K ansas 
City 
Railways Company. 
T h e federal 
court recently refused to grant an 
injunction to permit 
th e 
com­ 
pany to ch arg e eight cents 
and 
the street railway officials assert 
they a r e unable 
to 
m eet 
the 
board’s a w a rd on the basis of the 
present six cent fare. 


r......... 


'Z ± 


J. G. Berger of th e O verland 
B e rg e r Co., will leave for Toledo 
th e latter part of the week, to a r ­ 
ra n g e with th e factory for 
bis 
nex t year’s supply of cars 
and 
trac to rs. 


Give it in 
Every mother knows that coughs end 
colds, neglected, may lead to the most 
dread discuses. Croup, bronchitis, pneu­ 
monia and consumption often Lave their 
beginning in u slight cold. 
The wise mother gives 
F o le y ’s H on ey and T ar 
at the first signs of a cough or cold. 
She 
knows it stops coughs quickly, puts i. 
toothing, healing coating ca un inflamed 
end tickling throat, and gives a feeling 
of warmth und comfort to the eufferer. 
Mrs. k l. E. Sctilarb. A shland, Penn., ’v rites:— 
" F o le y 's Honey und T a r ie the be*! co u jh an. 
cold rem edy I have e v e r tried. W hen my lin t 
jirl *et* a cold <»u bee chest, I |iv a Jure a fe\ 
ai*J it r Move* b e r rishi away. 
J. A. Obermeyer & Son 
City Drug Store 


WE’RE OPEN! 
III. Rhone 803 
Bell 2 2 3 
(J F low ers of all kinds, sot pieces, 
etc. Prices right. 
ti W e also o p erate a quick m e s ­ 
sen g er service. 
Will appreciate 
a call. 
208 Ho. Main St. 
ALONZO SMITH 


M r. Farm Owner 


W e want to list a lot of 
farm s'of all sizes, improved 
and unimproved. 
If you have plenty of this 
world’s goods and find help 
scarce we can relieve you, 
for we have the buyers. 
Call up or come in and list 
your farm and let us pass 
them on to younger men. 


KENTUCKY GOVERNOR 
MURDERER PAROLED 
FRANKFORT, Ky., Dec. l l . — 
Henry Youtsey, who 
h as 
been 
serving a life term sentence on 
a charge of complicity 
in 
the 
murder 
o f 
former 
Governor 
William Goebel of K entucky was 
paroled to n ig h t by th e Kentucky 
Board of Prison Control, accord­ 
ing to an announcem ent made by 
Herbert 
C arr, 
m em ber 
of 
the 
bourd. 
Youtsey will leave th e peniten­ 
tiary tom orrow . 
A fter Governor 
Goebel was murdered as a result 
of 
a 
b itte r 
political 
contest 
Youtsey, 
Congressm an 
Caleb 
Powers 
and other persons were 
arrested. 
Many prom inent per­ 
sons have attem pted 
for 
years 
to obtain th e release of Youtsey. 
Form er 
Governor Goebel was 
murdered in 1900. 


highly regarded by a large n u m ­ 
ber of friends. 
The remains arrived in the city 
Wednesday m o rn in g 
and 
w ere 
tak en to the undertaking parlors 
of John H. O’Donnell. 
F u n eral 
services will be held from th e p a r­ 
lors at 2:30 o ’clock this afternoon 
with burial in Calvary cemetery. 


ASSIGNED TO 
TRANSPORT DUTY 
Allen Taylor, who left this city 
with the contingent on Ju n e 2 8, 
has written frien d s here th a t he 
has been ordered to report 
at 
Newport News, Va., for tran sp o rt 
duty. The young m an has 
been 
for some tim e 
past 
connected 
with the psychiatric 
departm ent 
at the base hospital at Ft. Mc­ 
Pherson, Ga. 


NO W AGE REDUCTIONS 
FOR MANY YEARS 
WASHINGTON, 
Dec. l l . —No 
reduction in wages can be expect­ 
ed for a n u m b er of years because 
the d em and for labor will exceed 
the c o u n try ’s supply, th e 
house 
rules 
com m ittee was told today 
by S ecretary of 
luther 
Wilson. 
Ho appeared to urge 
th e 
com­ 
pletion of legislation to provide 
useful and necessary public work 
for discharged soldiers and 
in­ 
dustrial workers. 
Tse S ecretary th ought It would 
lie 
only for a brief period if at 
all that th e governm ent 
would 
have to provide em ploym ent, but 
that the precaution should 
be 
taken. 
lie 
suggested extensive 
work on 
highways, rivers 
and 
harbors 
and 
public 
buildings 
under 
new 
appropriation bills 
being fram ed by house 
commit­ 
tees. 


W. It. (\ ADINVENTION 
IS POSTPONED 
Mrs. Anna Ferguson. Mrs. Eva 
Wells and Mrs. A nna Vfeira have 
returned from Quincy where they 
w ent to represent the local relief 
corps at the a n n u a l convention. 
T he sessions w ere not held 
be­ 
cause of the influenza epidemic. 
It is not known when the conven­ 
tion will be held. 


PRORATE POI RT. 
In the estate of 
Elizabeth 
J. 
Thompson the will was ad m ittted 
to probate. In th e same estate let­ 
ters testam entary were ordered to 
issues to Kiuiuu S. Dorrington. 


A LBERT MOLLE MIHOK 
ARRIVE* HOME 
Albert 
M ollenbrok arrived in 
th e city Tuesday 
evening 
from 
Detroit, Michigan, where he had 
been visiting his brother. He was 
discharged from Camp Dix, Now 
Jersey, two w eeks ugo. 


A HIG A D R N CROP 
C. It. Evans, J. P. McLain and 
tw o sons have finished 
husking 
something 
m o re 
than 
night 
thousand bushels of corn for Mr. 
Zachary east 
of 
the 
city. 
The 
g rain was 
generally 
of 
good 
quality tho the yield was not 
us 
large as in fo rm e r years it was 
fully up to tin* 
average 
of 
the 
a resent season. 


WILL GRANT REH KARI NU 
W ashington, Dec. l l . — On con­ 
dition th a t striking em ployes of 
the 
O m aha 
& 
Council 
Bluffs 
Street R ailw ay Company 
return 
to work im m ediately, 
the 
war 
labor board will gran* a rehear­ 
ing 
on 
th e 
provisions 
of the 
original uw ard now in controver­ 
sy between the com pany and the 
employes. 
T he mayor of Omaha 
was so inform ed today by joint 
chairmen T aft and Manley. 


Real Estate 
Reversed 


Do you know Mr. Buyer 
there has 
been 
a “right 
about face” in our business? 
W e used to have to hunt 
the buyer and could take 
you out and sell most any 
farm you would choose a t a 
fair price, now we have to 
hunt the seller. 
W e have the Buyers. 


HOUSING RESOLUTION 
UP IN SENATE 
W ashington, 
Dec. 
l l . - - Consi­ 
deration of tho resolution culling 
on the housing 
departm ent 
of 
labor to suspend work at once on 
all housing 
projects 
for 
war 
workers less than 75 
per 
cent 
completed begun today in the sen­ 
ate. 
S e n ato r Reed, in charge of 
charge of th e m easure announced 
that he would endeavor to have 
ot passed tomorrow. 


Ii*?. SPENC E R AT HOME. 
Dr. J. H. S pencer 
of M urray­ 
ville, who has been serving 
as 
lieutenant in the medical reserve 
corps of the arm y at u southern 
cam p, has retu rn ed 
to 
M urray­ 
ville. Dr. Spencer has been given 
a glad welcome both because of 
his personal popularity, and fu r­ 
th e r because his services are now 
so much needed in the county. 


Leslie Leak 
arrived 
In 
the 
city from F ran k lin yesterday, 
F. W. Brunswick of 
Spring 
field was a so jo u rn er in the city 
yesterday. 
YOD CANT WORK • 
WELL WITH A COLD 
believe it with Dr. Bell’! 
Pine-Tar-Honey and 
enjoy your job 
Constant coughing, wheezing, sniff 
ling, kt*cp you from thinking clearly 
Don't feel heavy-headed, grippy. Swing 
, grippy, si 
into action with Dr. Bell's Pine-Tar 


S. T. Erixon 
111. 06 
loll, MO 
BOT Af mn Auk Bldg. 


CANCEL KEIP CONTRACTS. 
WASHINGTON, Dec. l l . — Can­ 
cellation of all o utstanding con­ 
tracts for construction of wooden 
ships w h ere 'builders huve 
not 
spent m ore th an $200,000 on a 
ship has been determ ined upon by 
the shipping board. 


Honey and free yourself of cold- 
discomfort. 
ll is composed of ingredients thai 
soothe the tickling throat, help to east 
! the uncomfortable inflammation, loosen 


C. 0. 
RallH of Springfield was 
caled to th e city on business yes­ 
terday. 


tile phlegm and congestion and ease 
the breaming. 
Relieves grippe, bren' 
intis, asthma, horsencss, too. Econo- 
r ical. autistving. 30c., 60c. and $1.20. 


PERSONALS 
in 


C. Ii. Wilcox of New Berlin was 
one of the city’s callers yester­ 
day. 
C harles Epler was down to the 
city from Little Indian yesterday. 
Miss Alice B elder of Concord 
was am ong the callers in the city 
yesterday. 
Lee Vineyard was am ong 
the 
travelers from W hite Hall to the 
city yesterday. 
Jo h n Cockin of Alexander was 
one of the arrivals in town yes­ 
terday. 
G. A. Muir of W inchester was 
a visitor with city people yester­ 
day. 
Miss Hattie Scott of Franklin 
was added to the list of city call­ 
ers yesterday. 
Mr. and Mrs. B ert Lukem an of 
W averly were am ong th e city call­ 
ers yesterday. 
C h arles Clark m ade a trip from 
M urrayville to the city yesterday 
A. L. Hood of th e Peacock Inn, 
is visiting his p aren ts 
in 
Mon­ 
mouth. 
G eorge Waters of th e vicinity 
of 
A lexander was a traveler to 
the city yesterday. 
A. J. Wheeler a n d wife help­ 
ed rep resen t Concord in the 
city 
yesterday. 
M arvin 
Thompson of Alexan­ 
der w as one of th e travelers 
to 
town yesterday. 
S. A. Bradley 
of 
Springfield 
was one of the visitors in the city 
yesterday. 
H en ry Walsh was 
a city call­ 
er from ALerander yesterday. 
Mrs. Laura Stoner was a shop­ 
per from C ham bersburg yester­ 
day. 
C u rtis Hamilton of Winchester 
was one of the city’s callers yes­ 
terday 
C h arles K etterm an help repro 
sent 
Orleans in the city yester­ 
day. 
J a m e s 
Lonergan 
was a city 
arrival from 
W oodson 
yester­ 
day. 
Alex Story was a city 
caller 


m ad e 
j Urbana in the city yesterday. 
Mrs. A rth u r Rawlings of 
the 


from the region of 
M urrayville was looking after his interests 
yesterday. 
j the city yesterday. 
William M ayes of Naples 
was 
C. H. Sm ith of 
M onroe 
City, 
one of the ca lle rs in town yester- Mo., was a visitor with Jacksou- 
day. 
J Ville peaple yesterday. 
J. W. Finch c* Chapin trav eled 
A. H. G lenn helped 
represent 
to the city \ 
y. 
M. T. 
I,,. „ .entice 
th e city a visit yesterday. 
j east p a rt of the county was 
W. I-. T ribble and 
wife 
w ere city sh o p p er yesterday, 
down to the city from Peoria yes-! 
George Ruble 
of 
A lexander 
terday. 
j was added to the list of city call- 
C. O. M orris of Modesto 
w as er3 yesterday. 
am ong the business men of the 
Curtis Hankins and wife were 
city yesterday. 
j city callers from W inchester yes- 
E. M. Logan of Greenville w as terday. 
a visitor with city friends y e s te r - J 
Miss G race Tolbert of Cham- 
d ay. 
I bersburg was a 
shopper 
with 
C. Ii. W alls from 
K am psville city m e rch an ts yesterday, 
was a city c a lle r yesterday. 
| 
J. VV. Foster was 
a 
traveler 
Mrs, F. N ew m an was up to the from A lexander to the city yes- 
city from M eredosia yesterday. 
. terday. 
Jo h n 
A dkins 
traveled 
from 
N. E. R isker of U rb a n a 
was 
Prentice to th e city yesterday. 
added to th e 
list 
of th e 
city a 
W. J. N uabaum of Paris, Mo., guests yesterday. 
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c y t e 
K E W " 
O X J L A tt 
2 IV CENTS EACH 
CLUETT. PRA BODY H Col A c b a k ers 
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T R A C T O R FACTS 


The M oline-Universal Tractor “ Model D” 
is the best tractor money can buy. 
It is ideal. 
In 
type the “ Model D” is the same as all former Moline- 
Universal Tractors, but is improved mechanically. 
In brief, these improvements are: 


cut anu 


ll 
llll 


Com plete Remy electri­ 
cal s ta rtin g and lig h t­ 
ing system . 
New 
electrical 
engine 
governor. 
P erfected 
over 
h ead 
valve, 
4-cylinder 
e n ­ 
gine. 
L ubrication 
of 
engine 
under 35 pounds p re s ­ 
sure. 
Special 
manifold 
con­ 
struction to burn low 
grade gas. 
C ran k sh aft 2 ^ inches 
d iam eter, 
elim inating 
vibration. 
Com plete enclosure of 
all p a rts, including fi­ 
nal drive. 
T ransm ission 
g e a r s 


IO 


l l 


12 


13 


14 


d ro p 
forged, 
hardened. 
F iftee n 
Hyatt 
roller 
bearings and five ball 
bearings. 
L iberal use of splines In 
transm ission, 
ad ding 
stren g th . 
D ifferential lock 
ddu- 
bles 
traction in 
soft 
ground. 
P a ir 
of 
Internal 
ex­ 
p an d in g brakes on d if­ 
feren tial shaft. 
C om plete 
accessibility 
of all working parts. 
L a rg e capacity th ro u g h 
com bination 
of 
light 
w eight, 
power 
aud 
speed which enables as 
m u c h work to be done 
as 
w ith any o rd in ary 
three-plow outfit. 


ii 


You get more value, dollar for dollar, in the Moline- 
Universal than any other tractor. Let us show you. 
The Overland - Berger Co. 


B ell Phono 0 4 0 
833 South Main 
Illinois Phone IC''n 


OC 


YOU, 
who 
are 
suffering 
from strained, 
tired eyes, 
headache, 
blurred 
vision, 
etc., you will find th a t our 
AOURKt T 
GLAHHEH 
will bring com fort and bet­ 
ter vision. 
A ccurate, 
skilled 
care 
iii 
exam ining, and expertness iii 
m an u factu re insure obtain­ 
ing the 
glusses 
here that 
give 
the m axim um aid to 
the 
vision to g eth er 
with 
real comfort. 
/ 
Moderate Charges 


111. Phone 1445 
Dr. W. 0. Swales 
Sight Specialist 


211 East State St. 


I'M 
A Piano or A Manualo 
A s a Christmas Gift 


appeals to every member of the family anti gladdens 
the heart of the giver. 
There is nothing better. 
It 
brings the real Christmas spirit. 


Our stock of Pianos and M anualos offers you an 
exceptionally line selection. 
Baldwin-made instru­ 
ments are recognized as the best on the iqarket. Our 
prices are the most attractive that can be offered. 
It is to your interest to make your selection early. 
We hold the selected instrument for Christmas de­ 
livery. 


Chas. A. Sheppard 


Factory Representative 


1201 S. East St. 


Jacksonville, 111. 


B ell Phone 798 


COUNTRY SAUSAGE 


Good old Country Made 
Pork Sausage, a little 
salt and pepper, to 
sage, 
make it good 
35c a lb. 


Order Early as the Supply is Limited 
Taylor’s Grocery] 


wMkis 
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The Vietrola 
You want, is Here 


There 
is a 
Style 
tor 
Every 
Home 


Come and Hear Them 


J. Bart Johnson 


49 South Side Sq. 
Bell Phone 313, III. 408 


IF YOU GIVE FURNITURE 


and we believe you can’t do better, this Christmas, 
we would like to have you call in and look over our 
line— Rocker*, Tables, etc., etc. We have what you 
want and can and do save you money. 
The Sturgis Furniture Co. 


816 East blate bt., I. O. O. P. Building 
Illinois Phone 1568 
W E BUY AND SEUL 
Bell Phone 788 


How’s Your Spark? 


No spark is just as bad as no gas. 


And a weak 
uncertain—fitful spark is 
worse than the poorest glade ol fuel. 


You’re particular about your gas—why 
not about your spark. 


If you aren’t getting the red hot sort of 
spark that makes your motor hum, you ought 
to come in and ask us Why. 


We can tell you some interesting things 
about batteries, and that remarkable insula­ 
tion 
Threaded Rubber. 
There are facts 
worth studying in the new booklet “A Mark 
with a Meaning for You.” Ask for a copy. 


We test, repair and recharge batteries, and 
always carry a full supply of battery parts, 
new batteries and rental batteries. 
Open Day and Night 
Modern Garage 


WHEELER & SORRELLS, Proprietors. 
214 Wert Court St. 
Either Phone 383 


Millions Use 
It For Colds 


Because “Pape’s told Compound” Relieves Cold or 
Grippe Misery in a Few hr rs— Really 
Wonderful! 


headcbo, ii u 111' ass, 
.. o»huuhs, sore throat, sneeiiog 
n ness and stiffness. 
, ______ 
‘ Pane's Cold Compound" is the 
a r e t a k e n w i l t t * 
g r i p p e q u i r k e a t , s u r e s t r e l i e f k n o w n a n i l 
y a n d 
b r e a k 
ti) 
a s e v e r e copis o n l y a 
f e w 
c e n t s a t d r u g 
c a i d In t h e h e e d , < 
i, 
b o d y o r [ st o r e s. 
It a c t s w i t h o u t a s s i s t a n c e , 
l i m b s . 
I ta s te .j nice, a n d c a u s e s n o J n c o n - 
It promptly o p e rn 
c l o g g e d up I vimleime. 
I k o n ’* a c c e p t a auosti- 
n o s t r i l s a n d air p a s s a g e s ; 
s t o p s h u b 
I n s i s t 
o n 
" P a p e V — u o t h - 
nasty discharge or nose r u n n i n g ; 
else. 


Don't stay stuffed up 
Quit blowing 
nu smite, g ’ 
A 
dose of “ P ip e ’s Co 5 
d 
jiouud” 
taken every two horn* emu 
three 
di 
in 


Head the Journal 


OVERSEAS 
CASUALTIES! 


(Br The Associated Press) 


MAKING PLANS FOR 
RETURNING SOLDIERS 


■ ■ ■ I 


Du 
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WASHINGTON, Dec. l l . — The 
following casualties among Illin 
oians was 
reported 
in 
General 
Pershing’s communique; 
Killed in Action. 
Corporals— 
Melvin Conner, Benton. 
Lester Wade, Aurora. 
Privates— 
E lm er Klanch, Steger. 
Louis 
Knobloch, 
Prairie 
Roacher. 
Lester Wood, LiAa. 
Nyort L. Ohm, Moline. 
Fred W. Hetzel, Peoria. 
H arry Replogle, Oakley. 
Wounded Severely. 
Captain— 
Leo Applewhite, East St. Louis. 
Lieutenant— 
Miles Parmely, Urbana. 
Sergeant— 
F ran k E. Morgan, Maaito. 
Leo Shehan, Harvard. 
Corporals— 
George Gillespie, Springlield. 
A rthu r Walters, Aurora. 
Oscar J. Mueller, Belleville. 
H arold Ueber, Marengo. 
William Fields, Palmer. 
W agoner— 
Valentine W urmnest, Pontiac. 
Bugler— 
Herb Reidiger, Bloomington. 
Privates— 
Clarence K. Brasher, Milan. 
Fred W. Brenniag, Sparta 
William A. Eshelman, 
K ew a­ 
nee. 
Elmer Hebner, Forest Park. 
Herman J. Rudolph, Elmhurst. 
Edwin P. Schneider, Edw ards­ 
ville. 
Gardner Throm, Mattoon. 
Archie R. Countryman, Genoa. 
Harold Fasick, Hillsboro. 
Amel Pettit, Minton. 
Charles Deever, Peoria. 
Harold Beets, Galesburg. 
Hayden Howes, Custer. 
Frank Larson, Geneva. 
Guy I T . Noggle, Harvey. 
Golden €. Oakley, Toledo. 
Joseph Osiol, Maywood. 
Elrod Robinson, Springfield. 
Clarence Turner, Petersburg. 
Edward C. Hansen, Hinckley. 
Joseph Hydron, Edwardsville. 
Edward S. Park, ,St. Charles. 
Alex F. Sternberg, Chester. 
Henry Adams, Glencoe. 
Oliver C. 
Bassinger, 
H arris­ 
burg. 
Stephen C. Cassidy, Kewanee. 
Jam es F. Court, Kingston. 
Francis Drake, W 'uterrowd. 
Lawrence H. Barnard, Danville. 
F rank 
i'latnik, Joliet. 
Jam es J 
corders, Nashville. 
Robert VV. 
vrns, Bradley. 
Thomas l 
.erlia, Alton. 
Clayton F. Bowen, Kewanee. 
W alter J iu Ii, Collinsville. 
Wounded, Degree 
Undetermined. 
Lieutenon 
John D. * "in t, Streator. 
Clinton Staley, Enfield. 
Corporal— 
Elmer Hansen, Dwight. 
Laverne ravine, Sandwich, 
Jay C. Dodge, Pope. 
Leroy Artist, Hoopeston. 
W’agoner— 
Win. Ruhrdanz, Danville. 
Privates— 
Roy Chester, K ent. 
Philip Jekholm, Elgin. 
Fred VV. Schewe, Joliet. 
Guy Waters, Charleston. 
Anthony Churdina, Marion. 
Gilbert Gates, Aurora. 
Edward Gregory, Cornell. 
George Harrison, Hamburg. 
Ivan Perrin, Williamsfield. 
John N. Ramsey, Loami. 
Wounded Slightly. 
Sergeant— 
Van McDougall, Danville. 
Win. JR. Edwards, Berwyn. 
Corporal— 
\ 
Charles Rhoades, Rockford. 
John Henn, Aurora. 
Bugler— 
Gilbert Paugh, Peoria. 
Joubert Webb, Benton. 
Privates— 
\ 
Charles Holmes, Belle River. 
Purer Jones, Danville. 
Dale Crandall, Galesburg. 
Willis Howard, Bruce. 
Thomas 
Henderson, 
W est 
Frankfort. 
John Waszuk, Cicero. 
Charles Boye, Hazeldell. 
Robert VV. 
Lawrence, Mont­ 
gomery. 
Victor Makiuis, Springfield. 
John J. Miller, Galena. 
Missing in Action. 
Corporal*— 
^ jk 
Oscar L. Quick, Taylorville. 
Rail Naumaun, Joliet. 
Privates— 
Lemoyne Lantz, Taylorville, 
flans O. Mortedt, Gardner. 
Fred J. Baltz, Millstadt. 
Edward A. lluunhardt, Morton 
Grove. 
Charlo* L. Dwyer, Cedarville. 
Devere L. Johnson. Galesburg. 
Robert Johnson, McLeansboro. 
Gus Schultz, Blue Island. 
Edward Claus Crouch, Carbon 
Bluff. 
Harman Everding, Redbud.** 
Marino Corps Casualties. 
Killed in Action. 
Privates—t 
Olna Gain, Medora. 
\ 
Delbert Jordan, Enfield. 
Creal Smith, Danville. 
Missing in Action. 
Private— 
Tony Gundy, Georgetown. 


Arid, Swamp and Cut-Over flu id s 
Will be Developed for F a n n in g 
— Details of Methods O utlined 
by Secretary lame. 


p l a y e r -p i a n o b a r g a i n 
We have a slightly used 
player-piano, fine condition; 
guaranteed; beautiful w al­ 
nut case; 
will 
bo 
sold at 
sacrifice. 
J. BAPT JOHNSON 


r i :n< >i.i 
Wash 
senate > 
* * v 
by Sena o? 


H U N ADOPTED 
m, 
Dec. 
IO. 
The 
adopted a resolution 
e m ir of 
Missouri, 
request!!), 
.ne postmaster gener­ 
al to Jnfon 
Do* .senate whoth r, 
ii not inc >mlatent with the pub­ 
lic Bervie# Information 
tan 
he 
promptly asked by relatives aud 
received bj 
.hie as in tim wel­ 
fare of litters and enlisted men 
overseas trout whom 
no 
word 
has been Received iu 
more 
than 
six months 


Washington, Dec. I L — B e v e l-1 
opulent of arid, swamp and cut-1 
over lands to provide farms for j 
returning soldiers, and im p ro v e-1 
ment of the public school system > 
to provide for Americanization of. 
foreign-born citizens, and the e d u - 1 
cation of illiterate mountain w hite 
populations and negroes, are two 
big reconstruction problems, Sec­ 
retary of the Interior Lane says 
in his annual report made public 
today. 
Schools, he added, should 
lay more emphasis 
on 
teaching 
trades. 
Of immediate importance is the 
proposal that the government sys­ 
tematically go about the work of 
providing work for soldiers on ex­ 
isting irrigation projects in the 
west. 
Later, Secretary Lane su g ­ 
gested, more extensive reclam a­ 
tion of waste land should be put 
under way, and small farms sold 
to soldiers by the government on 
long-term payment plan. 
Mr. Lane outlined in detail his 
proposed methods of carrying out 
this program which he ch aracter­ 
ized as part of the "looking ahead 
work’’ of the nation. 
Referring to the returning sol­ 
diers, he said. 
"Being Americans 
and 
being 
young, they will not ask or expect 
pensions. 
They will want work. 
They will want, lf 
possible, 
a 
chance for a home of their ow n." 
Would Develop Lands. 
By systematic government de­ 
velopment of idle lands, said Mr. 
Lane, there will be provided im ­ 
mediate jobs for these men, labor 
markets will be protected against 
possible collapse by being sw am p­ 
ed with a surplus of labor, re-es­ 
tablished industries will be su p­ 
plied with an immediate dem and 
for their products, the movement 
of population to cities 
will 
be 
checked, 
m any 
"best 
proven 
Americans” will be affixed p e r­ 
manently to agricultural occupa­ 
tions, and great areas of land now 
neglected arui valueless will 
be 
brought into use. 
"As an immediate program ," 
said the Secretary, 
"we 
should 
first offer an opportunity upon our 
present irrigation projects for all 
who wish work at clearing and 
leveling the land not now culti­ 
vated but for which water is avail­ 
able, or to which water can be 
brought under the present irrig a­ 
tion system, and that such tracts 
shall be developed under an a p ­ 
propriate 
land-settlement 
plan. 
This we can do at once and m eet 
whatever labor problem may be 
immediate. 
"As a second step I would urge 
an appropriation for one or m ore 
of the largest irrigation schemes 
for which surveys are in an ad 
vaneed sta, *. 
Concurrently 
it 
would seem to me wise to u n d er­ 
take the draining 
of 
the 
most 
promising projects— Government- 
owned land preferred, but, if p ri­ 
vately owned, the land 
to 
be 
bought at an appraisement m ade 
by the Farm Loan Board and su b ­ 
ject to the approval of the D e­ 
partment of Agriculture. 
Another I .and Method 
"There is an alternative method 
of dealing with 
private 
lands 
which already has the approval of 
Congress, being incorporated in 
the reclamation act. 
Under this 
a private owner agrees to sell his 
land to whoever gets the water 
right at an appraised price as a 
condition precedent to our 
u n ­ 
dertaking the construction of ir­ 
rigation work. 
Under such a plan 
there would be no difficulty w hat­ 
ever In securing control of any- 
sized bodies of cut-over or swamp 
lands that might be desired; the 
government would not buy th e 
land, but the owmer would look to 
the new settler for the price, and 
take it on such terms us the gov­ 
ernment itself would exact for 
its own 
expenditure 
upon 
the 
lands. 
Supplementing this there 
should be an opportunity given 
for the cooperation of 
all 
the 
states upon limited tracts which 
would be dealt with under state 
control and be subject 
to 
the 
closest federal supervision.” 
After a soldier has returned to 
his home, said Mr. Lane, if his old 
position is not open and he wishes 
to return to an independent life 
"there would be laid before him a 
number of projects which the Gov­ 
ernment had undertaken in the 
different sections of the country. 
Let us assume 
no 
more 
than 
three, one an irrigation scheme, 
another a drainage 
project, 
a 
third the development of u body 
of cut-over lands. 
The one would 
need to have great 
darns 
con­ 
structed to impound and divert 
waters, 
a 
hydro-electric plant, 
miles of canal and tunnel, perhaps 
thousands of acres to he cleared 
and leveled, fenced and broken. 
This would mean years of work at 
gooil wages, work in the open 
under housing 
conditions 
that 
would seem palatial to the soldier 
of the trench, and at the end a 
piece of land on which would be 
erected u house and barn, a farm 
home in a group of farm homes. 
For this he m ust pay. 
But a l­ 
ready he lias received wages out 
of which he can have saved the 
necessary first installment on his 
place of IO or 15 per cent. 
The 
balance with interest he can pay 
in 40 yearly installments, or e a r­ 
lier if he can." 
M*ii> Soldiers From Farms. 
Mr. Lane estimated that more 
than one-third, probably nearer 
one half, of tho American troops 
in Europe came from farms, ami 
probably would wish to return to 
tii<‘ 
agricultural 
work. 
Faro 
should he taken, however., he said, 
that the governm ent in selling 
farms to these men, limit the size 
and impose restrictions to pre­ 
vent their being aggregated into 
great estates. 
Turning to the question of cost, 
Si cretary Lane said this would be 
"As much as we wish to spend 
* 
* 
* 
* 
less than 
many 
a 
strike has cost this country." 
“ Would it be unreasonable to 
ask for as much as we will spend 
this year for pensions to tile veter­ 
ans aud their dependents of wars 
that ended 20 to BO years ago?" 
ho asked. 
"W ould it be unreas­ 
onable to ask that we speud In 
the next two vesm nit lhtr>u*. *«♦«» 


lf Men Chose Their Christmas 
Gifts For Th emselves 


They wchl:^ come 
to a man’s stole to 
buy them 


H ERE IS A MAN’S STORE, d e- 
voted to the supply o f men’s re­ 
quirements, selected from a m an’s 
point of view , to express a m an’s 
preferences. 


A N D G IFTS? Oceans of them—but 
sensible, usable gifts, especially 
for them selves. 


M UFFLERS — Rich silk m ufflers 
and reefers, in fancy crocheted e f ­ 
fects, accordion effecst, in p lain 
and novelty color effects 
f r o m .............................$1.00 to $ 6 .5 0 


SILK SH IRTS — A n ideal m an’s 
gift— tub and crepe silks, and silk 
m ixed cloths — wide Roman an d 
narrow pin stripes— each shirt in ­ 
dividually boxed . $ 3 .00 to $10.00 


M adras and Percale Shirts 


HAND BAGS for men or wom en 
— long grain or pebble leathers, 
black, tan and russet colors — 
club and cabin shapes .$6 to $25 
FABRICOID BAGS . . . $5 to $10 
BATH ROBES —- Blanket robes 
with shaw l collars, cord trimmed 
w ith 
silk 
girdle; 
slippers 
to 
m a tc h ................... $5.00 to $15.00 


Fancy silk hose 
50c to $1.50 


from 


SWEATERS in rich , solid shades 
and college colors — heavy rope 
and shaker stitches-—colors, red, 
grey, white and n a v y $3.50 to $15 
R egulation O. D . sleeveless jer- 
says. 


HOSIERY—Silk an d lisle, black, 
navy, cordovan a n d palm beach 
f r o m .............................25c to $1.50 


$1,00 to $ 3 .5 0 


NECKWEAR — Lustrous 
silk s, 
from France and Italy— the fin ­ 
est display we h a v e ever m ade---- 
f r o m ................................ 50c to $ 2 .5 0 


GLOVES—Leather and knitted, 
finished and su ed e leathers — 
f r o m .......................50c 
to $ 4 .0 0 


MACKINAWS fo r men or b oys 
fr o m ..........................$7.00 to $ 1 5 .0 0 


Mail Orders Sent Free 


by Parcel Post 


S 
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Shop E arly and You 


A void Crowds 
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ans of the great war as much as it 
cost us to conduct that war for a 
single week? Would a people that 
gave out of hand, out of noble 
sense of charity to the quasi pub­ 
lic 
organizations, 
$500,OOO,OOO 
for the entertainment and care of 
these boys hesitate to 
buy 
the 
bonds of this country for a like 
amount to provide peace work, 
home work, and homes for tiles* 
same boys? 
Tile Way to Meet Debt*. 
"We have spent largely for this 
war and largely we must spend 
for many years to come. 
We are 
to economize that we may meet 
our debts; this must be the n a ­ 
tional policy. 
But to stop is not 
economy. 
To stand paralyzed iii 
the presence of a debt is to become 
its victim. 
England is planning 
in the hundreds of millions 
of 
pounds sterling for housing and 
land schemes. 
Canada with less 
than 7,000,000 people is offering 
to each man HIO acres of land and 
$2,500 w'itli which to improve it. 
Surely the United States, which 
lias escaped witli so slight a com­ 
parative loss iii life, will not do 
less. 
‘"Inhere can be no surer insu r­ 
ance for the Nation than to put 
its men upon the soil, and there 
can be no wiser investment that 
a nation can make than to add to 
its territory by taking from des­ 
ert 
and 
waters 
and desolation 
land that is now useless." 
Mr. Lane declared that in the 
United States there are more than 
200,000,000 acres of waste land 
which can be made into farms. 
Appropriations of only 
a 
few 
millions are needed to start, said 
the Secretary. 
A bill for this p u r­ 
pose already is pending iii Con­ 
gress, and President Wilson en­ 
dorsed 
some 
legislation of the 
kind in his address at the opening 
of the present session. 
The development need not 
be 
confined to states containing gov­ 
ernment land, said Mr. Lane, cit­ 
ing cases of large unused tracts 
near eastern cities which would 
supply markets with farm pro­ 
duce. 
Broader Education. 
Turning to the question of p ro ­ 
viding fuller education 
through 
the 
public 
schools 
particularly 
for the 
loreign-born, Secretary 
Lane said: 
"Our war experience has taught 
us umong other things, the val­ 
ue of a strong national spirit, the 
vita! importance of national ide­ 
als, the impotence of ignorance, 
the dependence of 
this 
modern 
world upon skilled men and o r­ 
ganizing ability, the need for and 
the possibilities that lies in the 
etxenslon of cooperative effort of 
all kinds. 
"There can he neither national 
unity in ideals or in purpose u n­ 
less there is some common met li­ 
er lf communication thru which 
may be conveyed the thought of 
the Nation 
Ail Americans m ust 


think in one language; this is a 
prim ary condition to that growth 
which all nations ex p ect of us and 
which we demand o f ourselves.’ 
The educational 
problem 
ex­ 
tends beyond the s ta te to the fed­ 
eral government, M r. Lane said, 
adding that if the fed eral govern­ 


m en t would m ake the same kind 
o f an offer to the states for the 
education of their illiterates that 
it makes for the construction of 
roads, "in five years there would 
be few, if any, who could not 
re a d and write in this country." 
In concluding his report on the 


subject of education, 
M r. 
Lane 
said: 
"I should like to see th e day 
when ev ery child learned a trade 
while at school, trained h is mind 
and his hand together, lifted la­ 
bor into a r t by the application of 
thought." 
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Lueeiness. . . . 
Without Sugar 
Ip c o n o m ij^ . . . . 
Without Stint, 
— and there are lots 
of* oilier P ood things in 
Lh at To o d — 


amon|> them ^ its “ready — 
to -ea t“and “no-ujaste” 
Qualities which mark to- 
day’s ^ood housekeeping. 


ASK THE GROCER 


“7f r e r e s 
a a rea so n ” 
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JACKSONVILLE DAILY JOURNAL, 
THURSDAY MORNING, DEC. 12, 1918 


P h y s ic ia n s 
H. C. Woltman, M. D.- 


Dr. G. R. Bradley— 


PHYSICIAN A N D SURGEON 


O ffice and residence, 323 West Col­ 
lege avenue. 
H ours—9:30 to 11:30 a. rn. 1:30 to; 4:30 
and I to 8 p. rn. Sundays 8 to 9.30 a. 
m. and by appointment. 
Phones: 111* 0: Bell 205. 


I'h > «ic tan and S m g eo n . 
21b W est C ollege A venue 
Either P h one 35 
H ou rs 9 to l l ; I to 4. 
At oth? r hours or places, bv 
Appointment. 


PAGE SEVEN 
MISCELLANEOUS 


TRUNKS, DEATH IBR GOODS AND 
UNFAIR f NG — Hartley s 
l.«uui«r 
Goods Store. 
215 West Morgan St. 
11-22-tf. 


OMNIBUS 


MON KY TO 
LOAN 
ALW AYS-The 
Johnston Agency. 
12-1-tf. 
TRUCKING and all kutn*i of heavy 
hauling. 
VV, 
ll. 
Dun pity, 
White 
I tall, 111. 
III. phone 303. 
Hell 107. 
11-7-1 mo. 


Dr. Carl E. Black — 
O ffice SOO A yers N ational B a n k 
B u ild in g 
D uring Dr. B lack ’s absence In 
Europe his office 
w ill he open 
from 
2 to 5 o’clock each 
w eek 
day afternoon for th e convenience 
of persona who w ish to pay their 
accounts. 


Dr. J. W. Hairgrove— 
PRACTICE LIMITED 
TO SURGERY 
O ffice— 4th floor or Ayers Hank 
B uilding. 
Both phones 700. 
O ffice Hours— I to 4 p. m. R esi­ 
dence'— Pacific H otel. 


Dr. H. A. Chapin— 


X-Ray laboratory 
Electrical 
Treatments. 
Alpine Sun U m p . 


Office, Avers’ N ational Hank Bldg., 
H ours 8:30-12 a. rn. 
1-5 p. rn. 
87 
Phones: Office, BL 1580; ..Bed 
Residence, IIL InGO; Heil 497. 


DUNLAP, RUSSEL & 


Bankers 


M. F. Dunlap 


Andrew Russel 
Genera! Banking in A!! 


Branches 


CO. 
WANTED 


J WALL P A P E R —8c a roll up. 
P. L. 
I 
Smith, 120 Last Morton avenue, IIL 
! 
Phone 1532. 
11-80-tf. 


WANTED—Fresh stock field. 
J. VV. 
Arnold. 
Both phones. 
U-15-tf. 


The most careful and courteous at­ 
tention given to the business of our 
customers and every facility extended 
for a safe and prompt transaction of 
their banking bus.ness. 


Undertakers 


TO 
RENT—Farm. 
Then 
333 AV. Lafayette. 12-5-fit. 


WANTED TO RENT 5 room modern 
house close In, 
Kell phone 817. 
12-11-8t. 


WANTED—By man with small fam­ 
ily, work on farm by month. 
Best 
of references. 
Write A. L , care of 
Journal. 
12-8-4t. 


WANTED T o It ENT—About 
5 
or 
more acres of land with house. Ad­ 
dress Q, care Journal. 
12-12-4L 


John H. O’Donnell— 


UNDERTAKER 


Office and parlors, 
304 
E. 
State 
street, Jacksonville. 
Both phones 293. 
Residence ill. 1007; Bell 507. 


All calls answered day or night. 


Dr. C: W. Carson— 
TCO Oakwood Bv., Chicago, Specialist, 
Chronic, Nervous arni Special 
Diseases. 
Over 80% of my patients come from 
recommendations of 
those 
I 
have 
rn ret.' 
Consultation free. 
WHI bo at 
the Dunlap Hotel, Wednesday, Jan. 
I, 101ft. 
Seventeenth year in Jacknon- 
son Ville 


Oculists 


Dr. Waller L. Frank— 


2'to Ayers Bank Biog. 


EYE, EAR, NOSE A N D THROAT 


Hours—9-11:3ft a. rn. 
1:30-5 p. rn 
Phones—Office 85, either phone. 


J. G. REYNOLDS 
Funeral Director and 


Embalmer 


Office and parlors 32s 
West State 
Street. 
Illinois phone, office, 30. Bell 
39 
Both residence phones 438. 


Miscellaneous 


WANTED—POR IMMEDIATE USE— 
< me thousand pairs ladles and gents 
: hoes. also four or five hundred la­ 
dies and gents suits. 
Highest prices 
paid for overcoats in good condition, 
at Dunn s, 207 K. Morgan St. 12-ll-Kt. 


MONEY TO LOAN—on 
real 
estate. 
Bell phono 49-11 Literberry central. 
I2-6-6t. 


DI Bi.ic SA LE 
RILLS 
and 
cards 
printed as they should he at reas­ 
onable prices. 
Long, the Printer. 
13-12-31. 


BAGGAGE AND TR AIN'S FER 
and 
hauling with a one ton truck. 
Illi­ 
nois phone 1278. Bell 778. 
12-1-tf. 


CALL WOOD’S for tax* for clubs, 
parties and trains: Baggage trans­ 
fer; auto for country trips. Either 
phone 174. 
Office 210 E ast 
Court 
HL 
11-17-tf. 
LOST AND FOUND 


TAKEN U P —8 yearling steers. 
Call 
Illinois phone 0106. 
12-11-tf. 


CASH FOR 
OLD FA LSE TEETH 
(broken or not.) I pay 12.00 to J25.00 
per set, also 
highest 
prices 
for 
Brises, 
Crowns, 
Watches, 
Diam­ 
onds, Old Gold, Silver and Platinum. 
Semi NOW and receive CASH by 
return mail, your goods returned if 
price is unsatisfactory. 
L. Mazer, 
2007 S. 5th Street, Philadelphia. Pa. 
11-22-1 mo. 
HELP WANTED 


WANTED—Woman to 
do 
washing. 
Call 934 N. Main St. for particulars. 
12-11-Bt. 


WA NT EID 
Hotel. 
•Waitresses at the Dunlap 
12-12-tf. 


WANTED—Good 
girl 
for 
general 
housework. 
Apply 1153 West Stati­ 
st reel. 
11-27-tf. 


MORGAN COUNTY 
ABSTRACT OFFICE 


Operating the only complete set ot 
Morgan County 
title 
records 
from 
which abstracts can 
he 
accurately 
made. 


Residence, 592 Illinois. 


Dr. Albyn L. Adams— 
323 West State Street 


KYE. EAR, NOSE A N D THROAT 


Hours 9 a. in. to 12.30 p. rn.* 2 to 4 
p. rn. 
Both phones. 
Office 88t,; resl- 
enoe 861. 
» 
B en em e 871 VV. C ollege Ave 
Oc­ 
ulist and Aurist School for Blind. 


Osteopaths 


Ut 
ti 


fib 


Dr. L. E. Staff— 


OSTEOPATHIC PHYSICIAN 


WALTER A A. F. AYERS (Inc.) 


Proprietors. 


Insurance In all its branches, high­ 
est grade companies. 
Telephone III 
27; Bell 27. 
Office 322% W est .State 
street. Jacksonville, III. 


D. I SWEENEY 
Dealers in Coal, Lime, Ce 
ment and all Bricklayers’ 
and Plasterer*’ 
Supplies 
ILLINOIS PHONE 165 


R. A. Gatei 


>3 
!?■ 


Special attention given to 
Eye, Ear, N ose and Throat 
Trouble. 
Office ani residence, CO*' 
Jordan Street. 
Both Phones 292. 


W. 


I 
Dentists 


Dr. H. H. Chapman— 


— 
DENTIST 


Jacksonville, Illinois. 


Office Kopnerl Bldg. 
32u West State St. 


Telephoned—Hell 287 
Illinois 487 


Auditor and Consulting Accountant. 
Jacksonville, Illinois. 
Special attention given to opening 
and closing hooks of accounts arid an­ 
alysis of balance sheets. 


Dr. S. J. Carter— 


Graduate of Toronto Veterinary Pol 


1,2 West College Street, opposite La- 
Drowse Lumbar Yard. 


Culls answered day or night 


Dr. Charles E. Scott— 


Veterinary Surgeon aud Dent.st. 


Graduate Chicago Vet. College 


Dr®. Alpha B. Applebee and 
J. O. Applebee 


DENTISTS 


44% North Side Square. 
III. phone 99. 
Bell 194. 


PYORRHEA A SPECIALTY 


Dr. Austin C. Kingsley— 


DENTIST 


409-410 Ayers Bank Bldg. 


O ffice, both phones, 780 


RCS. 764. 


Dr. W. B. Young—i 


DENTIST 
Room 603 Ayers Bank Bldg. 


Both Phones 435 


Res. Phones: Cell IGI: Illinois 
Ashplant, Dr. P. L Varbh* 
Her. Phone 672. 
Office Phones, both 850. 


238 


Dr. Tora Willerton- 


V ETERI NA RY SURGEON ANI) 
DENTIST 


Graduate Veterinarian, 
Treats all 
domestic animals. Office and hospital, 


233 South E ast street. 
Both phones. 


DEAD STOCK REMOVED 
FREE OF CHARGE 
Jacksonville 
Reduction Works 


If you have 
anything 
In 
tills 
line 
please phone during th© day. 
BELL 215-1 LL. 355. 
After 6 p. J*' or oM Sunday call 
611 or 111. 934. 
Belt 


WANTED—An 
experienced girl for 
dining room- also one to assist in 
kitchen. 729 West Bt ate. 
12-UML 
FOR RENT 


LOST—One male pig. yellowish in col­ 
or; weight about 75 pounds. 
Return 
to IL T. Holbrook, Bell phone Liter- 
ilorry exchange 23-3. 
Reward.12-12-31 


iiOST—Black and 
tan 
h alf 
hound; 
sear on right hip. 
Reward for in­ 
formation. 
George B ertsch nelder, 
New lier I in. 
'2-10-3L 


SN»p 
H FN I --Houses 
Johnston Agency. 
/ 


always 
The 
1 2 - 1 - t f . 


FOR It ENT- 
garden, 7C2 
Three rooms and large 
Hardin avenue. Tl-iW-tf. 


FOR RENT —Three room house, 512 
S. East. 
Apply 440 S. Clay. 12-12-tf. 


FUR RENT—Four rooms, 506 E Col­ 
lege St. 
Apply at 421 E. College 
Ave. 
11-30-tf. 


FOR Hi 
school. NT—Modern house, next high 
Griswold, the Dentist. 
12-ll-tf 


FOR 
KENT- Three 
modern 
rooms 
furnished 
or 
unfurnished. 
Appl;, 
405 N. Church St., 
or 
tall 
Bell 
phone 381. 
12-10-41. 


PARTITION SALE 
State of Illinois, 
] 
} MS 
Morgan Comity 
J 
Circuit Court 
of Morgan 
county, 
Illinois. 
George W. Brown vs. Thomas C. 
Brown et a1. 
IN CHANCERY. 
Pursuant to a decree in said cause. 
entered by said court, at 
tin- No­ 
vember Term, ISH, thereof, I Henry 
W. English, master in chancery for 
said county, will, on Saturday, De­ 
cember 21st, 1918, at the hour of 2 
o’clock P. M., at the south door of the 
court hous*-, iii the city of Jackson­ 
ville, in the county of Morgan, and 
state of Illinois, sell at public auction 
to the highest and best bidder, on tile 
terms hereinafter mentioned, the fol­ 
lowing described real estate, to-wit: 
One Lot Number forty-eight <48) in 
Madeira subdivision to the City of 
.Jacksonville, Morgan county, elate of 
Illinois. 
Terms of Sale: The purchase mon­ 
ey to be cash in hand on da v of s i Ie. 
HENRY W. ENGLISH. 
Master hi Chancery. 
Bellatti, B eliatti & Moriarty, 
Solicitors for Complainant. 


------ — ....................- ........ ............— ------- ----------------------- 1-------—--------1------------ 
Local Food Price Bulletin 


REVISED FOOD PRICES 
(Approved by Food Adm inistration) 
The follow ing prices for foodstuffs in Jacksonville have been ap­ 
proved by the food administration. 
The prices are giveu w hich the 
retailer pays and which the consum er should pay: 
Consumer 
Articles— 
R etailer Pays 
Should Pay 
B read, I pound ............... 
8c 
9c to 
10c 
Bread, I % pounds . ~ 
. 
12c 
14c to 
I5c 
B eans, navy . 
ll% c t o 
12c 
14c to 
16c 
B eans, l i m a ........... 
15c to 
16c 
18c to 
20c 
B utter, c r e a m e r y .................... ... .V* 
6 7c 
73c to 
f i e 
Am erican cheese, whole ........ 
3 6c to 
3 7c 
39c to 
43c 
American cheese, c u t ................— . 
36c to 
37c 
45c to 
52c 
B u tte r in e ................................................. 
35c to 
37c 
40c to 
43c 
E g g s . .*................................................. .. 
50c to 
54c 
56c to 
60c 
W heat flour, % bbl. or more . . . 
$5.40 to 5.85 
$5.90 to 
6.45 
YVheat flour, % bbl. or more . . . 
$2.75 to 2.93 
$3,05 to 
3.35 
F lour, bulk, per IO lbs.................... 
55c to 
60c 
66e to 
70c 


R etailer Pays 
Should Pay 
Articles— 
Consumer 
R ice flour ................ .................... « . . . 
9c to 
10c 
I Ic to 
12c 
R olled oats ............................................ 
Cc to 6% c 
7%c to 
8c 
R i c e ........................................................... 
9c to 
12c 
12c to 
15c 
Buckwheat f l o u r ............... 
7 %c to 7 % c 
8c to 
8 %c 
Cracked hom iny .................................. 
5c to 
6c 
6 % c to 
7 %c 
H om iny grits . 
................. 
5c to 
6c 
6 % c to 
7 % c 
Bard . » « » « * . . . . . « « . . . . . . . . . . . . 
29c to 
30c 
31c to 
35c 
Lard co m p o u n d .................................... 
24c to 
26c 
26c to 
32c 
Bacon, 4 to 6 pounds, w hole piece 
52c to 
53c 
58c to 
60c 
Bacon, 8 to IO pounds, w hole . . . 
45c to 
47c 
I l e to 
55c 
W hole bams ............................. 
84c to 
36c 
40c to 
4 3c 
Usual diferential for sliced ham or bacon. 
M ilk, large ............................................ 
I 2c to 
15c 
15c to 
I Sc 
Milk, condensed . .......................... 
20c 
2 3 c to 
25 ? 
Corn syrup, dark, IO pound cans, 
62c to 
65c 
74c to 
MOC 
Corn syrup, dark, 5 pound c a n s.. 
3 3 eto 
35c 
4 0c to 
4 4C 
Corn syrup dark, 1% pound cans 
l i d o 
12c 
14c to 
150 
Corn syrup, w hite, IO pound cuub. 
70c to 
75c 
74c to 
91 * 
Corn syrup, w hite, 5 pound c a u s .. 
27c to 
38c 
45c to 
48c. 
C orn syrup, w hite. I % pound cans 
12c to 
13c 
14c to 
16c 
Potatoes, 15 lb. lots, new ................ 
3 5c to 
40c 
42c to 
50e 
Salm on, Red A laska, dozen . . . . 
$3.15 to $3.25 
30c to 
3 5c 
Prunes, 40-50 . 
I 4c to 
15c 
18c to 
20c 
Prunes. (50-70 ...................... 
l i e to 
13c 
15c to 
17c 
S u g a r .............m m , mm • r n ,....................... 
$9.88 to 10.33 
$11.00 to I 1.25 
Barley flour ........... 
6c to 6% c 
7c to 
7 %c 
Corn f lo u r ............................................... 
5 %c to 
6 c 
6 %C to 
7c 
Corn meal . 
4c to 
5c 
5 % c to 
6 % c 


NO FEATURES IN 
STOCK MARKET 


N E W YORK, Dec. ll.- 
Aside 
from oils, moto rs and other spec­ 
ulative specailties, which 
regis­ 
te red grots gains of 2 to 8 points, 
t o d a y ’s stock m a rk e t presented no 
features of interest. 
Trading was 
light, easier 
money 
conditions 
failing to stimulate public suq- 
p ort. 
Metals, tobaccos, leathers, fer­ 
t i l i s e r s an tho 
distilling issues 
became moderately unsettled in 
d ie general reaction of tile last 
hour. 
Sales am ounted to 510,(IOO 
shares. 
Liberty bonds again, but held 
above recent low levels. 
Sales to­ 
talled $9,550,(HJO. 
Old 
U. 
S 
bonds were unchanged on call, 


CORN MARKET 
TAKES A JUMP 


The Best Cough Syrup 
Is Home-made 


PETITION TO PROBATE WILL 
STATE OF ILLINOIS I 
| BS. 


FOK RENT—4 rooms etc , at 92*5 W 
lafayette Ave. Call after 8 o’clock 
P. M. 
Small family wanted, who 
w.ll board one. 
12-1 l-2t 


FOR RENT—Two 
rooms; 
modern; 
unfurnished; also two 
stalls 
for 
cars. 
Norman Dewees, 
518 
North 
Church street. 
12-12-tf. 


FOR KHINT—a room house 503 West 
Walnut; electric lights, gas ann or­ 
chard. 
Apply 
I. M. 
Bunce. East 
Morgan street. 
12-12-tf. 


FOR RDNT—To colored people 
or 
white, No. 609 E. Indepenence and 
No. 336 Sharpe street. The Johnston 
Agency. 
12-8-tf 


FOR 
RENT—2 
modern 
furnished 
rooms, steam heat. 353 East .State 
street. 
ll-JO-tf, 


FOR RENT—7 room house 22v West 
College street. 
Apply F. J. Desen, 
320 Franklin street. 
Illinois phone 
954, 
12-12-tf. 


FOR RENT—Nicely furnished house­ 
keeping rooms, separate entrances. 
Apply at 4*® East State St. 11-24-1 mo 


FOR RENT—Six 
room 
South Diamond street. 
phone County 975-2. 


r«.R RENT—Eight room house; 133 
Spaulding 
Apply 118 Spaulding or 
call III. Phone .41-891. 
9-19 tf. 


FOR RENT- 
*’Lurch St. 
phones 860. 


-5 room cottage, 136 8. 
John 
Cherry. 
Loth 
11-10-tf. 
FOR SALE 


FOR 8AI-E—Barred Rock Cockerels. 
IU. phone 076. 
lt-26-tf. 


FOR SALE- Boy’s bicycle. 
W. lafayette Ave. 
Apply 1326 
12-41 -tit. 


FGB HA Ll 
767 South 
J— Male calf one week old; 
W est street. 
12-12-tf. 


JJN Itt SAL 
Jamison, 
RI—-ISO pound li*»K. 
J- K- 
Vandalia Road. 
12-ll-2t. 


FOR SALI 
Htr**et. 
2—Five pigs. 
524 Sheridan 
UMO-Jt. 


FOK SALI 
tiK'I. 
2—Two gilts. 
IU. 
phone 
UMO-Gt. 


F()R SA Li­ 
on. 
.lit) 
' A light spring form wug- 
.urton street. 


JACKSONVILLE 
REDUCTION WORKS 
(East of Jacksonville 
Flicking 
Co., 
and n'north of Springfield Road.) 


D r. F . C . N o v e s — 
D E N T I S T 
826 W est Nlule (41 round F loor) 


Office hours 9 a. rn. to 12 rn. 1:30 
to 5 p. rn. 
Other 
hours by ap ­ 
pointm ent. 
Bell p h on e 36 
111. Phone 1581) 


HAI LW AY TIME TABLES 


(’it [( ’AGD K ALTON 


North Bound 


PASS A VANT MEMORIAL. 


HOSPITAL 


612 East State Street 


Surgical. Medical, Obstetrical, X -7ay 
Service, Training School and Tra tea 
Nursing, 
Hours for vialling pat! nts 
IO to 12 a. rn., 2 to 6 aud 6 to 8 p in. 


Illinois phonue 491. 
Bell 208. 


No. 
No. 3 dally. 
IS., 
8:10 a in 
,,6:30 a in 


C.. P. & ST. L. 


NEW HOME SANITARIUM 
Incorporated 


A . P riv a te Surgical Hospital 
Jacksonville, 111. 
F ully Equipped 
“R esults* Heat AU Argum ents 
Dr. A.. H. K ennie braw, 
Surgeon in C harge 
Dr. W . J. Williams M. R. 0 . o f 
U. S. A., Special A ssistant 
.. 
_ 
HIU BJ. K. Van V ranken. R, JU. 
No, 
Supt. of N urses 
I No, ll, dally ex. Munday. 
SHS W . M organ St. 
J 
South Bound 
V isitors W tiopme* 
H> ‘**K1V .#*• 
t x Ii ii* 


No. IO, ■ 
•No. 70, 
press*, 
No. i« 
I Mulla 
No 
ii 
I ’coria 
No. Jo 


The Hummer.'’ daily I;3‘. 
Pl i (cagit*Peoria Ev- 
aily .................... 
.6:2'' 
arrives 
from 
.s.. 
ally ex' opt Sunday., 12 65 
t'dooming ton 
nod 
local ant ires a t.....4 .5 .' 
arrive* from 
5t. 
P rn 


J* 4 a ic 


laities daily ............................... 8:5. p ut 
South end West Bound 
No. 17 Bt, Louis Accommo­ 
dation departs daily...... 
No. 
15 
Bt. 
Lonla-Kanaas 
i 'It* 
I .oral dailv ............ 
No. i7 St Lmils-Mexico Ac- 
comrnudatkm. d e p a r t s 
dally except Sunday.......... 
No. Ti K ansas *’lty ’’Ilum- 
mer,” daily ................. 


.10:l,i si ni 


•North of 
Sunday. 


..3:15 |i in 


, .8:45 p rn 


Bloomington daily except 


FOK SAE!'} -First class Barred Rock 
Cockerels! 
Calvin 
Lawson. 
Bell 
phono 921-3. 
12-6-Sit. 


FOR SALE—Ford car with two unit 
electric 
starter. 
Inquire 
Charles 
Nichols, 472 S. Main. 
12-12-21. 


County of Morgan 
County Court, Morgan County. 
December Term, Dix. 
In th*- Matter of the Probate of the 
(.ast Will and Testament of James 
L Rutherford, Deceased. 
IN PRO­ 
BATE. 
To all persons whom thin may con­ 
cern—Greeting. 
Notice is hereby given, That on the 
lith day of December A. L>. bds a 
Petition was filed In the County Court 
of Morgan County, Illinois, asking 
that the Last Will and Testament of 
James L. Rutherford, deceased, tie ad­ 
mitted to Probate. The sam e Petition 
further states 
that 
the 
following 
named persons are heirs at law, leg­ 
atees or Deivsees. 
olive Rutherford, Herbert Ruther­ 
ford, Louis Rutherford, Nina Steven­ 
son, Belle Jewabury, Roy Rutherford. 
Ted 
Rutherford. 
Fannie 
Brackett, 
James I.. Rutherford, and 
tin* un­ 
known heirs of Roy Rutherford. 
You are further notified. That raid 
Will has heen offered for Probate in 


H ere's Au K»«y Way to Nave 
$ ‘2, aud Y et have th e Hest 
4 augh R em ed y 
Y ou E ver 
Tried. 


FROM COUNTY 
AGENT * OFFICE 


the County Court of Morgan County 
d 
iv(,s y0|i a lu ll pi,,, o f bettor 
Illinois, and that til*- * ouut.i 
* mm j 
7 
. 
. 
i 
i 
I,uu rived limn the lith dav of J ami- r o u g h remedy 
than 
you could 


Y ou've probably heard of this 
wel l known plan of m aking cough 
sy ru p at hom e. 
But 
have you 
e v e r tried ii? 
W hen you do, you 
w ill 
understand 
why 
thousands 
o f fam ilies, tile world over, feel 
th a t they could hardly keep house 
w ith o u t it. 
It’s sim ple and cheap 
bul 
the way it takes hold of 
a 
c o u g h will q u ick ly earn it a per­ 
m a n en t place iii your hom e. 
In to a pint 
bottle, pour 2% 
o u n c e s of P in ex ; then add plain 
granu lated su g a r syrup to fill up 
th e pint. 
Or, if desired, use clar­ 
ifie d m olasses ( honey, or corn syr­ 
up, instead of su g a r syrup. 
Eith­ 
er w ay, it ta ste s good, n ever spoils 


has fixed upon the 6th day of Janu 
HTV A. I*. 1919. at the hour of 9:00 
O’clock A. M., at the Court House In 
Jacksonville, Illinois, os the day for 
hearing on the Petition, for the Pro- 
Laic of said Will, at which time anti 
place you can be present itt person 
or by attorney. 
Dated at Jacksonville, Illinois, tills 
lith day of December 1918. 
GEORGE L RIGGS, 
County t I rk. 
Wilson & Butler, Attorneys. 


...I WI 


...fiat 
...554 
321 


g r o c e r s p a y 
Potatoes, per bushel............. 
Onions, per bushel ........... 
Springs, per pound .......... 
Butter, per pound................ 
Eggs, fresh, per dozen..,,. 
I .a rd, per 
pound................ 
liens, per pound 
v a v u v t ’" ™ 
COMMISSION MEN PAY 
Hens, Jer pound....................................JC 
Cocks, per pound................................--Lf 
Springs, per 
pound..............................'n' 
Ducks, per pound.................. 
c 
Geese, per upond................................. Lf 
Guineas, each ....................................... 
Turkeys, per pound.......................... fw 
Eggs, fresh, ix-r dozen 
'N 


you 
th ree time* 
o u g h remedy 
buy ready-m ade for 
its cost. 
It 
is 
rea lly w onderful 
how 
q u ick ly this 
hom e-m ade remedy 
con q u ers a cou gh 
usually in 24 
h o u rs or less. 
It seem s to pene­ 
tr a te through every air passage, 
lo o se n s a dry, 
hoarse 
or tight 
c o u g h , lin s th e phlegm , h ea ls (ne 
m em branes, an d gives alm ost im­ 
m ed ia te 
relief. 
Splendid 
for 
i [Aa J th r o a t tickle, 
hoarseness, 
croup, 
b ron ch itis and 
bronchial asthm a. 
P in ex is a h ig h ly concentrated 
com pound of g en u in e N orw ay pine 
e x tra c t, and tins 
been used for 
g en era tio n s for ihrout and (hest 
a ilm en ts. 
Avoid disappointment 
by ask­ 
ing 
your 
druggist 
for 
“ 2% 
o u n ce s/o f Pinex” with full d I rec­ 
ti :MB, ami d o n ’t accept anything 
B eef hides, c l r Fp 
o 
u 
n 
d 
" 
-Wflelse. 
G uaranteed to giv e absolute 
Packing stuck butter, per rn mm) Jv j ^ 
l^fu otion or m oney prom ptly re 
-e 
H,hv hh?D n?rRb2K 
I I * I fu n d ed . The Uinox Co.. Ft. W ayne 
Timothy hay. pet hale................... J w . 
- - 
Iud. - Adv. 
A lfalfa hay. per ton 
Clover hay, per ton ................ 
Clover hay. per hale................. 
Oats straw, per hale............... 
Gats, per bushel,**,,............... 
Bran, aer c w t .......................... 
Cracked corn. per cwt.......... 
Coarse meal, per cw t............ 
Middlings, per cw t................. 
S cratch feed, per cw t............. 
Dom, per bitsmel..................... 


2,i.Kl 
21 JJC 
lift 
.69 
.90 
1.9*1 
3.50 
3.50 
2.00 
4.00 
I 80 


FOR SALE Buff Orpington rooster* 
and pallets. 
Bell phone ll«». 
( 


FOR SALK—No. 
647 
S. 
Diamond 
street, 7 rooms, gas, electric, coal 
furnace, barn. 
VV. E. Vaitch, 2*t> 
Scott I Hock. 
It. 


EDR HALE -Choice Duroe 
ho Barred Rock 
Docker* 
'ly-ulnse Geese. 
093. David Lomelino. 


Boars; a l ­ 
ls. 
Roost- 
11 ’ 
12-S-12L 


FOR 
SALB— A 
fine 
six 
cylinder 
B tu d eb a k er; h a s A tw a te r - K e n t s y s­ 
te m ; all in f in e co ndition- a bargain 
221 Ho. M a in S t. 
1 


FOR SALE No. tW5 N. Dlmrch nil 
8 
rooms, 
h a t h , 
well, 
C,Stern, 
w ater, b a r n o r g a ra g e , side Dr 
W. E 
W itt ti, 20'' Scott Block 12-4t. 


FOR BALE—Several tires 
for Max­ 
well, Chevrolet 
and 
Ford. 
Roy 
Wack. Bell phone 41-2, Liter12-8-at. 


WABASH 
East Round 
No. 72 local frt. ex, Sunday 10:3ft a rn 
No. 12 dally .........................................p rn 
No. 28 daily ....... 
Ti-, a rn 
Nu. 4 daily.............................................a in 


No train* Stop et Junction. 
West Bound 
No. 9 daily...................................12:45 p rn 
No. 73 local frt. ex. Sunday 12:30 p rn 


North Bound 
No. 3G, daily........................ 
No. 35 returns...................... 
No. 38 leaves........................ 
No. 37 arrives...................... 


. .7:40 a m 
. ll JO a rn 
. . J:60 p m 
. .6:42 p rn 


BURLINGTON ROUTE 


..11:20 a rn 
,. .4 J!" [• rn 


FOR BALH—Ten 
acre 
farm 
with 
dw elling a n d 
o th e r good im prove­ 
m ents. A b a r g a in . See * 
O, Ha (brl, 
Room 4, I 'atty Bldg. 


FOR SAI,IO OH TRADE- I have *..... 
i-,. . i far el# and • *v nr,>(.ert* 
**»r 
a i l e or Ih F a 
W h a t h a v e *mi ♦*’ 
offer? 
S. T. Krixon 
ll-12-lf. 


FOR 
SALE 
Ford 
runabout, 
first I 
class rendition; I taxicab, heated, 
with modern 
equipment, 
battery 
and magneto. SOI N. Main St. r 


NEW YOUK OKAIN MA KR ET 
New York, Dec. 
l l . - - -Corn 
Spoteasy; No. ll yellow and No 3 
w hite $1.59% 
cost uml 
freight 
New' York. 
Oats 
Spot 
steady; 
standard 
8 2 % (ti 82c. 


INDIANAPOLIS LIVEST! H K 
Indianapolis, Dec. l l . - Hogs 
Receipts 
10,00 0 
Crash; 
15,OSO 
stale; heavy 
$17.50 (a 
$17 *10; 
light $17.50; pigs $15.2f». 
(’attle 
Receipts I .goo ; steady 
Sheep 
licet-ipta 199; steady. 


CLEANSES YOUR HAIR 
MAKES IT BEAUTIFUL 
THICK, GLOSSY, WAVY 


Try 
This! 
AII Dandruff IMsap* 
p ear1* (Ult! Hair Stops 4 outing 
O ut. 


Furnished by J a nice E. Bennett *'u. 
333 West State St., Huntlln Bjdg 
Open 
DORN— 
Dec.....I84L 
Jan............L34S 
M ac ...... 1.36 
OATS— 
Dec. ....... 
Jan............ 72% 
May 
— • .72*1. 
FORK 
Jan. ... 
Alay ... 
LARI* 
Jan. 
... 
M ay ... 
HT BS - 
Jan. 
... 
May ... 


High 


I 


I ,o VV 
t 'lur,. 


ljft% 


I XI 
1,30% 
1.38% 


1 MI 
1.31% 
I :»Vt 
.im 


48.8*1 
I ..(MI 
iS.'M 
45 45 
48 76 
45.IM) 
48 76 
45.0*1 


26.42 
25.80 
26 45 
26.90 
25.36 


25.5M* 
25.06 
25.90 
26.06 
24.87 
24.9*| 


FOR SAT JE—White Roc-k Cockerel# 
Mrs. 
I’M 
I ^ a c h , W inchester, 
ill. 
12-1-1 mo. 


FOR BALE-A farm of 1*8) acres, 8 
miles 
southwest 
of 
Jacksonville. 
John Whalen, It. 2 
12-1-Imo. 
MISCELLANEOUS 


MONEY TO LOAN on 
real 
aecurlty. M- O. Hook A Bo 
estate 


U-26-tf. 


No. 47, d«ilr ox. Buuday.. 
2:&> y rnI 


TYPEWRITER 
bargains; 
ribbon a 
taming. 706 Ayer* Bank U’ K 
'co. 


Cf lf GAGO DAHM GRAIN MARKET 
Chicago, Dee. l l . - \ \ T u * * t - ) N r«*jJ 
* 
No. i hard SS.’JMf'K.Sb No. 3 burd 
62.24: No. I n a |2.29#62 3*i; 
N o. 2 ne 
S'i.23fti6227: N o t ne $2.2n‘.»f«62.24. 
( ’urn—l4o, 3 mixed $1.15; No. 4 mixed 
fl.344i61.3r>- No. 5 mixed $ I 3*291’Ii .J''. ■ N"; 
J yellow $1.45a$Lf.<»; No. .{ yellow 61.46. 
IN**. 4 yellow $1.3Mi'6l.a6 
N‘»- r* >'c!tow 
cl 
#61 ::i5; No ti veil ow $1.31 •< $1.3?: No 
I while H.'tPTiti.To; No. 5 eltil*- 61.81J*' 
II 34: No ll w hite 
|12j«<*I3*L 
Sample 
si **•,<fsi,:*’J- >>i*l sanude $1.45. 
Oat* No. H white7;,'(i’Vc N•'_ I white 
7 1 
TM'; sample grade T D, <i I Ie 


ADD I-OUAL HOARD N O T E S . . . 
Tile names of Henry ll. Board, 
MoQuady. Ky.; (’ulbeit E. King, 
Frouge, Ivy., an d Harry Emmett 
Lucas, Chapin, were included Iii 
t h e list of m e n reported us delin­ 
quent. These men have not ex­ 
plained their 
failure to 
make 
proper report 
of their Question­ 
naire s and th** local b o ard will 
ta kl* up their cases with tho of* 
lice of the a d j u t a n t general. 


Surely try 
a “ Danderine Hair 
Cleanse" if you wish to immedi­ 
ately double tin* beauty of your 
hair. 
Just moist en a ♦•loth with 
Danderine and draw it carefully 
th r o u g h your 
hair, 
taking one 
m a l l strand at a time; tins will 
cleanse the h a i r of dust. dirt or 
m y excessive oil 
iii a few min­ 
utes you will tie amazed 
Your 
h a i r 
will be wavy, fluffy 
aud 
ab undant ami possess un in com 
p a r a b le auf knees, lustre aud tux 
uriance. 
Besides beautifying 
th e hair, 
on** application of Dander inc (ti 
solves every particle of d a n d t u ii, 
invigorates 
th** scalp, 
aUipping 
itching; ami falling hair. 
i lumicn tic is to the hair what 
fresh showers of 
rain and 
un 
s h iu e are to vegetation. 
It goes 
right to the roots, invigorates and 
strengthens them. 
its exhiii.i.ui 
lug, stimulating und life pr winc­ 
ing properties cause lh** hail to 
g ro w long, strong and beautiful. 
You can 
surely 
have p u tty , 
sort, lustrous hair, and lots of it, 
lf you wilt spend a few cent * fur 
a 
sm all 
bottle 
of Know;,Ton’s 
Danderine at any drug store or 
toilet counter an d try it ti* tin ’cl­ 
ed . 
Adv. 


Washington. 
Dec. 
IO 
/lie 
h o u s in g corporal iou of 
toe 
de­ 
p a r t m e n t ot labor la directed 
by 
a reHolutioa in th o senate Coda ■’ ti* 
suspend at once work on all pin- 
jects for the housin g of war w alk ­ 
ers less th nu I •• per cant 
pleted. 
The resolution was * 
et! 
by 
Senator 
Hardwick 
Ueorgja, Tor Senator Reed, e 
m an of the public huildii ga 
g r o u n d s commit tee which iv con­ 
d ucting an inquiry into Iii’1 le a n ­ 
ing situation 
At the request of Sci u’or sor 
ria of Nebraska, cousldet it lo, of 
t ‘i * resolution w as postponed u n ­ 
til tomorrow. 


iin- 
fer- 
of 
alr­ 
une! 


Farmers Meeting— A very rep­ 
resentative 
meeting of farmers 
a n d 
their 
families 
was 
held 
Tuesday evening at the Hartland 
School 
House in township 13-9. 
Dr. M. J. Huggins, of tin* U. 
S. 
Bureau of Animal Industry, was 
scheduled to speak 
on “ How to 
Donlrol Blpck 
Leg", 
Yesterday 
t h e 
County Agent received word 
that Dr. Huggins had 
suddenly 
taken ill und could not be pres­ 
ent, 
As a consequence, th e -Coun­ 
ty Agaut did his best to 
discuss 
Hie subject wit I) those (hut 
hud 
gathered to h e a r 
Dr. 
Huggins. 
ii.. Hawker, the newly 
elected 
m em ber of Hie Advisory Council 
of the Morgan County F arm e rs’ 
club, presided* at 
this 
meeting 
a n d also contributed to Hie dis­ 
cussion. it is hoped that Dr. Hug* 
gins will be able to hold a meet­ 
ing in that locality in 
th e 
necr 
tut ure. 
Inspection 
or Wheat b ield ---- 
W. I*. Flint, Chief Field Entom o­ 
logist, of the Blate of Illinois 
b 
e x peeled here Thursday 
to 
in 
spent 
wheat fields to mm wheth­ 
e r or not the -Hessian Fly 
I * 
in 
evidence, 
it is 
planned 
to 
in­ 
spect both early and 
late 
sow,-, 
wheat. 
The fields of C h a rles S. 
IU ack, north of town and 
Wat­ 
son Leek, west of town, will 
bo 
included iii this inspection, 
ii Is 
also planned to make ail inspec­ 
tion of some of tile fields iii 
the 
Jo y Prairie le gion 
and 
in 
the 
region of Arnold 
and 
Pisgah. 
O th e r points may be visited 
de­ 
pending 
upon the time that Mr. 
FJiut can give to this county. 
( o r a iii Morgan County— Sev­ 
eral representative farmers 
have 
advanced 
the opinion that there 
is not more corn in Morgan coun­ 
ty than we could use to an ad v an ­ 
tage here if it were properly dis­ 
tributed. 
As 
the County Agent 
ha 
gone 
into some parts of tin* 
county to the ho atli aud bas heard 
statements m a d e by some or the 
farm e rs on hill land he la inclined 
to agree with the Bien who 
Im vc 
m ade these statements, 
It 
eel 
I ai illy would he tine if we 
eau Id 
get the buyer und seller together 
in tliF county so as to avoid long 
shipments, 
T h ere 
is an oppor­ 
tunity for us to be neighborly in 
th e mat * or of handling the 
1918 
corn crop. 


CHICAGO, Dec. l l . -Corn ad­ 
vanced in value today on th e cor­ 
rect assumption that a cut might 
he made In th e government es­ 
tim a te of the 1918 yield. 
The 
m a r k e t closed firm % to % c net 
h ighe r wit Ii J a n u a r y $1.31% # 
$1.32 
and 
May 
$1.30% 
to 
$ 1 .3 0 % . 
Outs finished 
% e off 
to % c up and provisions varying 
from I 2d decline to a rise of 15c. 
Altho the government crop report 
did not become public until after 
trad in g oliurs th e fact was well 
understood before hand th at the 
revised figures from Washington 
In regard to corn production this 
season were likely to show a de­ 
cided shrinkage as compared with 
preliminary estimates. 
The con­ 
sequence was 
something 
of 
a 
bulge all around in prices, espec­ 
ially during the last fifteen min­ 
utes. Earlier In th e day, free buy­ 
ing of January delivery for a lead 
Rig elevator company was a not­ 
able feature, but the bullish ef­ 
fect on the niarwet as the whole 
was partly c o u n t e r b a l a n c e d ow­ 
ing to persistent Belling of May 
on 
the part of the commission 
houses with country connections. 
Oats held within narrow limits. 
T r a d e was light, mainly local. 
Expected resumption 
of 
hog 
shipments to Chicago tomorrow 
largely offset us a bearish factor 
In th e provision market th e in­ 
fluence of t lit* 
immense 
move­ 
m e n ts of meats and lard to the 
sea hoard. 


CHICAGO LIVESTOC K MARKET 
Chicago, Dec. i i 
U.S. Bureau 
of Markets 
I logs-—Receipts 30,- 
0 0 0 ; market strong, mostly loc 
h ig h e r than yesterday’s general 
uvtg’age; butchers $17.*10@$17.85 
lig h t $17.00 
Ca 
$17.70; pocking 
$ 1 0 .7 5 ©if 17.50; throw-outs $15 on 
fti $ 15.75; pigs, good 
to 
choice 
$ I 4.2 5 (Q> $ I 5.5 0. 
Cattle 
Receipts 1 4.000; 
kill­ 
ing classes 
steady 
to 
strong; 
calves strong to 25c higher; stock­ 
ers und feeders slowr; beef cattle, 
good, choice and prime $ 1 4 . 9 0 # 
$19.50; 
common 
and 
medium 
$9.15 
# $11.40; butcher stock 
cows and heifers $(5.50 Cd $ I 3.50; 
canners ami cutters $ 5 .8 5 # $fi.50; 
stockers and feeders, good choice 
an d fancy $9.00 b i $ 13.50 ; 
infer­ 
ior, common and medium $ 7 . 0 0 # 
$9 50; 
veal 
calves, 
good 
and 
choice $17.00 # $ I 7.50; 
western 
Leef steers, good and cholo* 
4,1 4 t i n # $1 7,50; cows and heifers 
$7 V 5 Cd $ J 2.25. 
Sheep 
Receipts 15,000; 
m a r­ 
ket generally ste ady; lambs choice 
a n d prime $15.00(0 $15.85; medi­ 
u m and 
' 
1 
*1* 2 5 # $] 5.60; 
culls $ I >’ 
>a choice 
and primo $9.a0 <u $ 10.0 0 ; medi­ 
u m and good $ 8.00® $9.50; culls 
4.00 #$<5.75. 


KANSAH PITY STOLK MARKET 
K ansas City, Dec. l l . 
Hogs 
Receipts 33,0*10; Hic lower; hulk 
$ I 7.00 # $17.40; heavy $1(5.90# 
1,517.50; puckers 
aud * butchers 
$ 1 7 .0 0 ® $ 1 7 .5 5 ; 
lights $16.75® 
$17.40; pigs $13.00 (ii $14.25. 
P attie 
Receipts 13,000; rn ca­ 
dy; prime fed 
steers 
$ 1 8 . 0 0 # 
$20.00; cows 
$5.50 # $12.50; 
heifers $7.00 ® $13.50; 
calves 
$6.00 #$13.50. 
Sheep 
Receipts 3,000; strong; 
lam bs 
$12.00 ® $15.(50; 
ewes 
$8.25 Ca $9.75. 


und 
good 
hulk 


P l ( KHO PLOPK 
“ NATI RA LIZ. I D " 
VINCENNES. Ind., Dec. 
IO. 
Whelp the United States entered 
the war. John CL Wagner, a local 
Jeweler had a cuckoo clock, ma i k­ 
’d “ mad • iii Germany.” 
After 
careful study of the situation lie 
slopped the clock and began th* 
process of "naturalizing” the lit­ 
tle bird in the time piece, When 
he had com pl**! cd the palliate king 
task , he started the clock again 
and called in 
his 
friends. 
At 
length, time cam e for the ctofT'To 
“ st 1 ike," Hic little bird 
quickly 
hopped out with *1 new vim and 
whistled "Bod White.’’ 
Wagner has allice been 
kept 
busy 
"naturalizing" 
cuckoo 
clocks. 


HT. MUTH LIVEHTOPK MARKET 
St. Louin. Dec, l l . 
Hogs 
Re­ 
ceipts lo , OOO; 
m arket 
steady; 
lights $17.25 
® 
$17.40; 
pigs 
$13.00 
(U 
$16.00; 
mixed 
butchers $17.25 (a $ I 7.55 ; 
heav y $17.50 
® 
$17.60; 
•$ I 7 .2 5 # $17.55. 
P a ttie 
Receipts 5.000 ;market 
steady; yearling steers and heif­ 
ers $9 50 # $10.50: cows $7.50 
# $ 1 2 . 5 0 ; calves $7.75 (a $17.50. 
Sheep 
Receipts 2300; market 
sternly; lamb* $15.00 dr $15.50; 
ewes $8.00 # $ii OO; canners and 
shoppers $5,00 (ti $9 00 


NEW TORK ROND U S T 
S. 
S. 
s. 


2h registered........... 
2s coupon. ........... 
3h con registered. 
U. S 3s con c o u p o n . . . . 
lf. S. Liberty 3 % s .......... 
Ii. S. 4s r e g i s t e r e d . . . . 
U, 
S 4s coupon................ 


98 
98 
83 
83 
. 97 46 
I 01 ‘ ♦ 
I 0 6 


NO AGREEMENT Ii EAP ll ED. 
Springfield, 111.. Dec. IO 
A 
conference between 
representa­ 
tives of the striking Brotherhood 
of Interurban Railway Trainmen. 
m en representing the business in­ 
terests 
of Springfield, 
Danville, 
Decatur and Bloomington and of­ 
ficials of the company failed to­ 
night to 
reach 
any agreement 
coking to a 
settlement of tin* 
strike affecting the entire Illinois 
Traction System. 
The conference 
b eg a n this 
afternoon 
with tho 
men of tin* brotherhood und busi­ 
ness mon participating. 
Sessions 
Were resumed tonight ami repre 
tentative* of 
th** 
company were 
culled in. 
When indefinite 
ad­ 
jou rn m e n t was ta ken at mid night 
it was announced that the m a tte r 
was no nearer a solution t han be­ 
fore th** meeting begall! 


’Squire J 
ll. Beek man of Ha* 
gall called in the city yesterday. 


AUCTIONEER 
Stock and 
Farm Auctions 
My Specialty 
(Jive nit* a trial w h e n 
ripxf you, have some­ 
thing to aoli, and want 
it sold right. 
WM. BRAKER 
Literberry, III. 
Bell P hone UM-tt 


Riverton 
Tim 
Coal 
That make* 
Homes 
P!ea*ant 
Got Yours 
Phone Us 
York Bros. 
Cither Phone 80 
300 W. Lafayette 


Tf The ban is lifted on 
many things and it is 
possible that some lonjf 
deferred 
concrete 
or 
cement work can be 
done before real winter 
sets in. 
TI If 
you 
have 
had 
something of this sort 
in mind, see, phone or 
write us about it now. 


YOUR COAL IS 
READY 


OTIS 
HOFFMAN 


111. 6 6 3 
B e ll 6 2 1 
East Lafayette Awe. 


I 
Phone us wow 
About your needs 
For this v Inter-—• 
We have the Coal. 


HARRIGAN 
BROS. 
Either Phone 9 
401 North Sandy 


We Have a 


COLONIAL 
OAK. BED 
and 
PRINCESS 
DRESSER 


Also a nice line of 
Matting Rugs 


W e buy and sell new 
and second hand furni­ 
ture of all kinds. 


EASLEY & CO. 


N ew or U sed R erattete 
Jfll7 W. Morgan Bt. 
IU. 1*71 
Boll IMM 


■ nm niim.ua ii im WH 


R E A D Y 
FOR AUCTION WORK 


A fter a number of year* •*( 
sem i-retirem ent 
from 
the 
auctioneers’ 
fluid. 
I 
**•" 
again taking up this work 
My services are offered To* 
real estate, personal pnq* 
arty and all other public nap 
events. 
For further la.tr1 WMSn 
rnatioo call 


Fire 


This is the season of 
the year when fires ara 
more apt to occur— 


(AUS 


E rance 
«<> 
Uuteraent 
W . H 
( R U M ,try 0 f fln_ 
I.(TEUBERRY, (bited to the 
H'-l* I’fhwi*1 VHthe allies in 
term* of (be 


ARE YOU 
PROTECTED?, 


It is unwise to “tnk* 
chances” when a conin 
para lively 
small bom 
will inside J 
B o s to n .......... 
Buffalo 
.................. 
New Y o r k ............. 
New Orleans 
Phi* ag o . . . . . . . . 
D etroit . . . . . . . . . 
O m a h a 
* * * • 
Minneapolis 
Helena . . . . . . . . 
Hun Francisco . . > 
W in n ip eg 
.............. 
Jackson Ville. Fix, 


\ 
. IM I 
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If You Are Undecided 
Think of Footwear 


Almost everybody is studying to think 
of useful gifts these days. Do not work 
your brain too hard, just stop and let us 
assist you in selecting some form of foot­ 
wear as a suitable gift. 


Foot wear as a 
present 
o f f e r s 
great possibilities. 
Now when 
foot­ 
wear is higher than 
it used to be and 
the styles and col­ 
ors are so very at­ 
tractive a l m o s t 
anyone would be 
delighted 
to 
re­ 
ceive footwear as a 
gift. 
Our assortments 
of shoes are varied, attractive and pleasing. 
Just 
what you would expect and be delighted with. Al­ 
ways a style and price to suit all. 
Boy Scout Leggins 
for 


SISSON FUNERAL 
SERVICES ARE HELD 


Burial Took P la ce at Bluffs— 
Services Jn embargo of the R ev. 
T. Symons o f Concord 


HARRY GRADY MAY 
STILL BE ALIVE 


Boys 


a have a choice variety of styles in house slip- 
' for men, women and children. See them now. 


footwear 


for 


Xmas 
Hoppers 


W e Repair 
Shoes 


Shoes As a 


Gift for 


Children 


Bluffs, 111., Dec. l l . — F u n e ra l 
services 
for 
'G. W. Sisson w ere 
held at the fam ily residence 
at 
2 a'clock T uesday afternoon 
in 
the presence of a large 
n u m b er 
of sorrowing relatives and 
close 
friends. 
The Rev. T. Symons of 
C o n­ 
cord had charge of 
the 
service 
assisted by th e Rev. E. J, R e e s. 
The music was furnished by Miss 
Faye Rees, 
Mrs. 
Arthur 
Pyle, 
Messrs. Charles Hale and IL. 
S. 
Black with Mrs. IL. S. Black a t th e 
piano. 
Miss R ees also sang in a 
very impressive m anner the b e a u ­ 
tiful hymn, “ F ace to Face” . T h e 
profusion 
of 
beautiful 
flowers 
were in charge of Misses 
M abel 
Haley, Naples; Margaret 
Lynn, 
Mary Sisson, P e a rl 
Sisson, 
E v a 
Jamison, Springefild, and 
M rs. 
Lois 
Brown, 
Springfield, nieces 
of the deceased. 
The 
following 
nephews 
were 
bearers. 
H a rry 
Pine, Homer Rockwood, S p rin g ­ 
field; George Jamison, 
S p rin g ­ 
field; 
Wayne 
Haley, 
N aples; 
Clarence Hatfield, 
Naples 
a n d 
Guy 
Yates, N ew Cambria, Mo. 
Short services w ere held at 
th e 
cemetery w here a large n u m b e r 
of friends had gathered to 
p ay 
their last respects to 
him 
w h o 
has goiie to re tu rn no more. 


Grover C„ Lewis 
W riting From 
Overseas 
Declares 
He Saw 
Grady November f>th—-Report 
of D eath Possibly Incorrect, 


SOfoE LAST SHOTS 
IN GREAT WAR 


Capt. Vickery liste d as One to 
Whom the Holton* Belongs. 


WON PRIZES AT 
CHICAGO SHOW 
Postm aster Ralph I. 
Dunlap, 
who is something of a 
chicken 
fancier, w as 
advised 
yesterday 
i that some Black W yandottes tie 
of I sent to the Chicago shovV had won 


IMPLEMENT PRICES 
ARE COMPARED 


I. HOWARD FALLS 
IMRS. ANTONE KEELER 
FROM BARN LOFT i 
DIED AT PASSA VANT 


The BEST is none too good 
for him — NECKWEAR — 
FRANK BYRNS Hat Store. 


WORK OF XM AS PARCEL 
COMMITTEE 
DESCRIBED 


In latter to County Chairman M. 
F . Dunlap, Committee 
C hair­ 
man C. H. 
H a ll 
Summarizes 
Work Done. 


Rendered Unconscious— Found Franklin 
Woman 
Succumbs 
to 
by Dr. H. L. Griswold— Attend­ 
ed by Dr, King. 
Pneumonia After a Brief Ill­ 
ness — Funeral Arrangements 
Have Not Been Made. 
C. H. Howard while w orking in 
the barn at the rear of his home, Mrs. Antone Keeler 
of Frank- 
536 West State street, fell from din died at Passavant 
hospital at 
the barn loft and was rendered , 8 
o'clock Wednesday 
night 
of 
unconscious and suffered in ju r y ! pneumonia after 
a brief illness. 
to bis back and hip. 
Mr. Howard resides in th e flat 
above the office of Dr. Griswold. 
Wednesday afternoon he w as en­ 
gaged in moving 
some 
lum ber 
from the 
loft. 
Dr. 
Griswold 


Mrs. K eeler was taken ill with in­ 
fluenza about two weeks ago and 
recovered and was able to be out. 
A few days ago she suffered an 
attack of 
bronchitis 
and pneu­ 
monia developed which soon 
re- 
went to the barn to see how he i suited in death, 
was getting along and found him [ 
Deceased was born in the vicin- 
lying on the barn floor uncon-1 Ry Gf 
New 
Berlin 
and was 39 
scious. 
I years of age. 
She is survived by 
Dr. King was summoned a n d jber husband and four children, 
gave him necessary attention but j Randolph, 
Rosie, Raymond and 
was fully half hour before h e re- Melvin 
gained consciousness 
It was im- 
Mr8/ Keeler was a member of 
fa° 
< \ \° n 
v i6X I the Franklin M. E. church. 
She 
fh 
l. ,**, n|V,ec 
. 
r.' 
n*|w as active in the church and corn- 
thought his hip and back were 
injured. 
inunity life of Franklin and was 
highly regarded by many friends. 
I 
Tho remains were removed to 
AN OVERLAND 85-6 SOLD jthe undertaking parlors of Will- 
The Overland-Berger C o.Jianison ant* Cody and prepared for 
sold yesterday to a leading I b“r1,a1l* 
funeral 
arrangements 
•esident of the 
vicinity 
o f|W,U b« announced later. 
Nortonville a fine Overland 
PRACTICAL presents for 
85-6 car which the purchas- particular 
men. 
FRANK 
er will greatly enjoy. 
BYRNS Hat Store. 


Mr. and Mrs. 
C. H. 
Grist 
of 
in Falls, Idaho, and Mr. 
and 
~ 
J. E 
Rawlings 
and 
son. 
*h of Roodhouse visited 
at 
home of Mr and Mrs. Clarence 
Reid 
of 
West 
I ai fa yet te 
p ue Tuesday. 


PUBLIC 
SALE 


the George W. Moore farm 


STOCK HOLDERS NOT ICE 


Powers-Begg & Company have 
declared a dividend on their pre­ 
ferred stock at tile rate or seven 
per cent (7 % ) per annum, pay­ 
able Jan u ary 1st, 1919 to stock­ 
holders on record December, 7th, 
1918. 


THE BEST will be 
___________ 
none 
7'V,nj '; a„lr r 
r 
r 
lH',a7,Vi; too good for him — FUR 
s,auon’ De*™ber ,7th” CAPS. , FRANK 
BYRNS 
Hat Store. 
es, Cows Calves and H ogs 
R. S. Ila.Hilton. 


Reference was recently made to 
he completion of th e work of th e 
Christmas parcels committee 
o p­ 
erating under th e Morgan C ou n­ 
ty Red Cross. 
In a recent le tte r 
to M. F. Dunlap, county, 
c h a ir­ 
m an, Charles H. Hall, committee 
chairman, sum m arized the 
w o rk 
done. 
Mr. H all’s letter reads; 


Jacksonville, Illinois, 
December IO, 1918. 
Mr. M. F. Dunlap, 
Chairman, Morgan County 
Chapter, R ed Cross. 
D ear Sir: 
Aa chairman of committee a p ­ 
pointed 
by 
you 
to 
distribute 
Christmas parcels to overseas sol­ 
diers as instructed by Red Cross 
headquarters, I beg to state th a t 
we organized th e county by a s k ­ 
ing each branch to appoint a co m ­ 
m ittee of five 
of their reliable 
members to 
act 
as 
a general 
branch committee, these to be d i­ 
vided 
Into 
sub-committees 
on 
mblicity, distribution and Inspec­ 
tion. 
All took hold with a vim 
and 
were thoroughly 
w orking 
w hen our six h u n d re d cartons a r ­ 
rived, which w ere at once a p p o r­ 
tioned between Jacksonville com ­ 
m ittee and the branches. 


Labels from 
overseas soldiers 
being slow in 
arriving, time of 
sending parcels w as twice extend­ 
ed to give all a chance to receive 
them and acting on instructions 
from 
headquarters, 
affidavits 
w ere printed, also duplicate so l­ 
diers labels and opportunity given 
to all nearest 
relatives to sign 
such affidavits an d receive one 
duplicate label entitling them to 
send one Christmas parcel to th e ir 
soldier. 


In this way I 
think all w ere 
served. 
Not 
all branches hav e 
m ade their re tu rn s but we h av e 
reason to believe th a t about five 
hundred ninety parcels were se n t 
w ith an expense no t to exceed te n 
or twelve dollars for postage a n d 
printing of affidavits and labels. 
Many thanks are d u e the Courier 
and Journal for th e ir kindness in 
printing all we asked for public­ 
ity purposes and to the branches 
for their quick a n d hearty assist­ 
ance. 
We hope la te r to establish 
an d publish 
a 
complete list of 
nam es of soldiers to whom p a r ­ 
cels were sent 
as this will be 
proof in years 
to 
follow th a t 
“ They were Over T here.” 
Thanking you 
for the honor 
conferred on this committee, I am 
Your tru ly , 
Chaa. Ti. Hall, 
Chairman, Christmas Parcels 
Committee. 


In a le tte r received from over­ 
seas from Grover C. Lewis, w rit­ 
ten to M iss Hattie Jumper 
and 
Morris Jum p er, the 
writer 
says 
that, he sa w Harry Grady Nov. 9. 
Several w eeks ago young G rady’s 
parents, Mr. and Mrs. Joseph M. 
Grady o f East 
College 
avenue, 
were advised of his death. A su b ­ 
sequent le tte r received 
from 
a 
friend overseas gave a. suggestion 
that the earlier report might be 
in error a n d now comes the le tte r 
from G rover Lewis, bearing d a te 
mentioned, 
which 
makes 
Mr. 
Grady feel confident that his son 
still 
lives. 
The 
letter, 
dated 
“somewhere in F ran ce”, reads as 
follows: , 
“I th o u g h t I would write you 
a few lin e s to let you know th a t 
I am w ell and feeling fine, 
but 
believe m e, I certainly was sick a 
few days last week. 
There w as 
not m uch to do th is morning so 
I went to church and it was a fine 
church, th e first one I have been 
in for a lo n g time. 
O f course 
I 
have been to various Y. M. C. A . 
meetings bu t this w as 
the 
first 
visit to a real church building for 
many a lo n g month. 
"Well, the news th a t we h e a r 
flying ro u n d seems good (this le t­ 
ter was w riten just a short tim e 
before 
t h e signing of the arm is­ 
tice.) 
I recently 
saw Johnson, 
who used to work for Morris. 
I 
also saw young H a rry Grady 
of 
Jacksonville yesterday. 
I was iii 
the same town two welts ago w ith 
Mr. D ewees of Asliland. 
I never 
knew h im but heard of his being 
here because he was 
from 
th e 
same locality. 
‘‘Y esterday I received a roll of 
papers fro m Uncle Ben and th ere 
were som e news articles which 
surprisd m e. 
It is certainly g re a t 
to hear t h e old home news. 
T his 
must be th e time now for gather­ 
ing corn. 
I wish I were home to 
help p ull a few e a rs.” 
The y o u n g man 
asked 
about 
several relatives and friends an d 
closed w ith sending greetings to 
all. 
He Is a member of Co 
D 
37th Engineers, and has been in 
the service overseas 
for 
some 
months. 


According to the 
letter 
, 
. 
__ 
Corp. Jesse K rueger which ap-! three prizes. This was t h e Great 
peered in the Chicago American, j Middle W est Poultry & T o t Stock 
Capt. Earl Vickery, son of Capt. I association show, given a t the col­ 
and Mrs. E. C. Vickery of this I iseurn and tiTBre were 4 0 0 exhibi- 


Reeord Shows V alue of Bushel of 
W heat Will 
Buy 
More 
Non 
Than in 1900. 


BUTH ERFORD WILL FILED. 
The will of the late J. L. R u th ­ 
erford was filed for probate yes­ 
terday in the office of 
County 
Clerk G. L. Riggs. This will was 
made October 30, 1916 with W. 
N. Hairgrove and Miss Annie T. 
hoar as the witnesses. The testa­ 
tor provided for the payment 
of 


tors from all parts of th e country, 
with thousands of birds o n exhibi­ 
tion. 


city, may have fired th e last shot 
in the g reat war. 
At any rate, 
whether or not it can be proven 
that the ‘Hast shot” on all the war 
fronts was th a t from the captain's 
rifle, he certainly has the distinc­ 
tion of being one of a group en­ 
titled to this honor. 
Here 
is 
Krueger’s story: 
“By the time you receive this 
letter,” he says, "you will prob- ) 
ably have heard of as many “ last : 
shots” as th ere are “ first robins” 
or sea serpents at A tlantic City. 
, 
, 
_ 
_ 
A nother Candidate 
l* nd ('ar„ rto . Evenr«lt P e n n e ll 
“But I’m going to enter another I Murrayville tor 94 sheep. 


W hile farminX**ias been a pros­ 
perous business in the last year 
£,7d bequeathed’’all"his'per- 
or two it is a1 so true that the 80Ilai property to his wife 
Mrs. 
(a rm e r is required to pay much 0 „ le R 
Rutherford. The real es- 
h ig h e r prices for labor than for- u te was also bequeathed to her 
m erly and it is also true that the for „ fe Tho sum 
of $10 was be_ 


Air. D unlap won first on 
cock- eq 
necessary for farming queathed to Roy Rutherford and 
operations is m uch higher 
than w 
t be provision that when the 
w'as 
heretofore 
t5iie .. .OWCV<Ir ’ estate is finally settled $ jim 
la 
Ruther- 
is to 
. . . . 
, 
equally divided anion* Lite chil- 
OVERLAND-BERGER 
fi®? 
comparison shows d 
Nlna Hutherforcl is named 
COMPANY mXk E TRADE £ & 7n„ih 
w « 
* lh2 ^ 
Yesterday tho Overland-Berger tr u e a few y e ,-s ago. that 
the 
company trad ed a model 9 0 
Over- bu ying 
power of a bushel cf 


trek first on ben and first on pul­ 
let. To carry off the prizes in such 
a large field is indeed a creditable 
showing. 


was 
nereroiore 
true. 
However, ehtate I8 |ina„ y s h n i m $ i0 , 
so m e one has figured out the com- ^rst to j.)e pajd 
\ j na 
Ru 
par alive values of wheat today in 
a fte r which the estate 
relation 
to agricultural 
imple- etiuaiiy divided am one the 


boaster Wagons, Veloci­ 
pedes, R oller Skates. 
BRENNAN’S, South Sandy 


BREEDON AND DORAND 
PURCHASE LANE STORE 


candidate, and I ’ll vouch for him 
as I was pretty close when it oc­ 
curred. 
He is Capt. Earl Vick­ 
ery of Oak Park, who as a civil­ 
ian is an official of th e Western 
Electric company. 
“Capt. Vickery, who was re­ 
cently transferred from the 132nd 
infantry to the staff of the second 
army, was at the fron t on the 
morning of Nov. l l . 
“By ‘fro n t’ I mean the Meuse 
sector held by 
the 
Americans. 
He was 
walking 
through 
the 
trenches of the 365th (colored) 
infantry— trained at Camp Dodge, 
when Col. John Greer, the com­ 
mander, gave the o rd er to cease 
firing. 
How would you like to fire 


HE BOUGHT AN 
of w h e a t is much m ore than it was j 
OVERLAND 89-6 
fo u r or five years ago. By com- j 
A prominent farmer in the 
' 
—— 
parison with 
figures for 1909 the vicinitv o f Franklin b o u v h l 
TO LOCATE IN PITTSFIELD* ) re s u lt is still moYe interesting In 
Dr. IL C laude Fortune recently ; 1909 it took 
1 1 . 6 bushels 
of of the Overland-Berger Co., 
discharged from the a r m y medi- w h e a t to buy a walking 
plow. * handsome 89-6 car which 
cal corps, w as 
In 
Jacksonville F iv e years later, th a t is in 1914. will be a handsome 
Xmas 
Wednesday on business. Dr. For- h took 12.2 bushels to purchase gift for his family 
tune was, commissioned a s a lieu- j th** same kind of plow. Now in 
_________ 
tenant som e months ago and was .1918, with the known price of WILL AGAIX L it E 
sent to F t. Oglethorpe, G a . Sonic w h e a t for the crop of 1919, it is 1 
j \ MORGAN COUNTY 
years ago h e was located a t Liter- show n that it tn k es 9.7 bushels of 1 
Brief mention 
was 
made* re­ 
berry in th is county and more re- w h e a t to buy a walking plow In Gently of the return of F C Wor- 
Gently has 
been at 
Rochester ' e th e r words, the price of the plow gbam a;ld famlly to Morgan court- 
Sangamon county. As 
indicated bus greatly increased, but has not ty. For a number of years past 
* et“ ng fead7 t ® make i ^ - d is ta n c e d th e increase in the Mr. W orsham has been located 
Pittsfield h is home and w ill soon ( price of wheat d uring the peffff* ,iear Tipton, Iowa, where he has 
I mentioned. A like cohf|?S??sbn can been very prosperous. He recent- 
J»e,»,n a ^e 
0**le r farm tools as ]y goj<j out b]s holdings there and 
I follows: 
is expecting to buy property in 
In 1.109 it took 11.3 bushels of i Morgan county. While 3Jr. W ar 
I w heat to buy a 60-tooth harrow , sham wras successful in Iowa and 
In 1914 it took 17.7 bu**£h and 


establish a n office there. 


REAL LITERATURE 
We can sell you, a t a bar* 
the last shot with m e ? ” the col- ig a in , Stoddard’s “ O n a Thou- 
onel asked Oapt. Vickery. The lat- I s a n d H om ** urifk G w A a f Alta nt , 
, 
, 
, . 
. 
> ***-*• . 
, 
nv 
n>n 
>uuuu 
ter quickly said he would like it, |.» 
»» • 
* 
i 
i 
j at th e piesent prices would take nny locality e q u a l to t h a t which ' 
and the two officers made their I * ° r5,.a 
tw elve 
v o lu m e s , | *t.7 bushels 
,bj8 county affords. 
------- A . 
- 
beautifully 
bound. 
Have 
In 1 909 t0 i)UY a spreader it 
only one set. 
Come see it. , 
J 
. 
12? , bulh*1,i 
191<' 
V, 
i 
o 
.-vi 
|. 
i 
bushels a n d at present 77 
Book Sc Novelty Shop, 
j burhel®. 
East Side Sq. 


way to a section of th e trenches 
containing the m ortars. 
' The Real Last Shot 
"Each took a shell. 
At exactly 
one minute before l l o ’clock the 
colonel gave the word and drop­ 
ped his explosive into the stove 
pipe. 
Capt. Vickery followed suit 
a fraction of a second later—and 
his projectile was the last to be 
sent over the enemy lines. 
“This w'as the official last shot 
of the war as far as this district 
was concerned. 
It was fired be­ 
tween Bouxieres and Dommartin, 
a spot where the “ whizz bangs” 
were hitting pretty regularly just 
before the finish. 
It is close to 
Meta.” 


EXECUTORS’ SALE 
Thursday, December 12th, 
In 1 909 4 4.7 bushels of w heat ** miles west of Jacksonville, 
j w ere required t o btry a m ow er; j live stock and implements. 
i in 1914 the figures war® A l bush- Property of the late George 
A LONG WALK AND 
GOT N O W H ERE. els anil at present 32.32 bushels. 
p - « 
« 
Have you any Idea 
how 
fa r: 
Similar comparisons give i n t e r - P* K ,c n * r 9*o n * 
you walk in a day while engaged! ?vtin - factK with reference to coal | 
J* W . W ils o n . 


THE PUBLIC LIBRARY 
las recommended a special list of 
our books for children. 
Call and 
see them. 
Lane’s Book Store. 


in your d aily occupations? 
Yes- 
flour. In 1909 5.5 bushels of 
terday 
m orning 
F ra n k 
Byrns 
were required to buy a ton 
put a pedometer in his p o c k e t and | 
r‘o a i! 
1914 
6.9 
bushels 
by four 
o ’clock 
the 
machine ! w ere required an d at the present 
registered four miles a ll done In P ric e s .4.M bushels. The c o m p a c ­ 
tile store a n d It had been an aver-, aon runs along somewhat sim ilar 
age day for trade. 
Hues for flour. In 1909 6.35 bush- 
I 
I els of wheat w ere required 
for 
the purchase of a barre! of flour; 


A. E. Richardson, 
Executors. 


NOTICE. 


On account 
of 
Norihmirister 
church being closed for so many 
weeks the church finances are in 
PUBLIC SALE 
bad 
condition. 
Members 
are 
in 1914 6.5 bushels were required (therefore urgently requested 
to 
Wednesday, Dec. 18,com- and at the present time 6.4 bush- bring th eir dues to the church, 
encing at IO a. rn., I w ill sell \els 
i T h e undersigned will be at the 


..Both A re Experienced Clothing 
Men— XVIII Conduct Business 
and K e e p Same Sales Force. 


"F 
SOL 


ii 


it 


* ■ 
ti 


There is a Grand Showing of 
Xmas Goods at 
Coover & Shreve’s 


This year we have the largest assortment of useful and practi­ 
cal gifts we have ever had. Among other things you will find: 


| Toilet C a se s.............$1.00 to $40.00 
Ladies’ P u rse s..............50c to $10.00 
Gent's P u rse s ..................25c to $8.00 
S ta tio n ery ...................... 25c t» $1.50 
H o d * Ifs 
.................... $1.25 to $65.00 


cold 
limb 
It 
WOJT I I 


and 
b r e a ­ 
the head, « 


(unfitly open 
and air pi 
tiiibty discharge or Done ru n n in g ; 


. . . . . . $2.50 to $12.00 
body ,n25c to $6.00 
K) to $6.50 


stops ;ut-, 
t 
_ 
p $2.50 


Gent’s Collar Cases . . .50c to $5.00 
Desk C lo ck s.............. $1.00 to $3.50 
Guaranteed Fountain Pens 
fro m ......................... $2.50 to $6.00 
Beautiful Candles . . . .j 25c to 35c 
Bud Vases.. 
Ba*skets— work, sewing and 
w a ste ............................ 50c and Up 
Gent’s Shaving Sets. 
And a great variety of gifts, great 
and small, for large and sm all. 
We will save you money on Ivory. 
At last—Candy 
49c a fu ll pound 


A new firm m akes Its how to 
the people of 
Jacksonville 
and 
vicinity. 
Messrs 
H ugh Breedon 
of Virginia and Sherman Dorand 
of Ashland have bought the cloth­ 
ing store successfully 
managed 
by J. W. L an e for som e time an d 
have 
ta k e n 
possession. 
Mr. 
Breedon h a s had eight years ex­ 
pel ience in the clothing business 
and Mr. Dorand 
h as 
also 
had 
large experience in th e same busi­ 
ness in Springfield. 
In laot, both 
hove sp e n t several yeazs 
wi*h 
the Appell Clothing House In th e 
capitol c ity so they 
come 
w ed 
versed in th e trade. They will r e ­ 
tain the present force 
of sales­ 
men, Messrs. Charles J. Ator, VV. 
T. Clarkson and 
William 
W in­ 
chester. 
T h e Journal 
welcomes 
the new firm to our city and hopes 
the m em bers will find 
Jackson­ 
ville a pleasant 
and 
profitable 
place for residence and business. 
Mr. ILane’s plans for the future 
are som ew hat undecided. He will 
be in Jacksonville for some time 
at least a n d will be found much 
of the tim e at the store. 


CARD OF THANKS 


We extend sincere thanks 
to 
the many friends and 
neighbors 
for their sympathy and the many J 
beautiful flowers, after the death I 
of our loved one. 
Mrs. Olive L. Rutherford 
and Family. 


at my residence, 5 m iles east 
of Arenzville and th ree miles 
northwest 
of 
A rcadia — 
horses, cattle, hogs, 
imple­ 
ments, etc. 
F. E. Peterson. 


Almost everything is interest- <hutch every afternoon until Tur­ 
ing bv eonipaiison and one can ( r.'er notice. 
feel rich or poor, fortunate c r un- j 
John G. Goveia, Socy. 
fortunate, according to the class j 
----------------------------- 
of comparisons th a t he makes. 


P U B L I C SALE 


REAL ESTATE TRANSFERS. 


Hsnry H. Rexroat, by heirs, to 
Fred Engeloach, NE. quarter S\V. 
quarter 7-16-10, 17150. 
J. R. Bowling to C. W. Keii. lot 
12. block 12, Meredosia, $ 1. 
D. E. SweenejFTfir Sebastian De- 
,0! h '„he 
0ver; 
OGLE’S BARN 
land-Berger Co., traded 
one 
of 
c 
. 
, 
n 
their Model "HO" O te rla n d 
t o t t r j S a t u r f a y . P e fc 14, I P. M . 
r r tte ti 
5 Madeira addition. 
I ing cars to 
Everett 
P e n n e ll ofi*** neaa or ew es, all bred. 
30 
Mr. and Mrs. E. L. Whitlock, j Murrayville, one of the considera- <Ford auto, Overland auto, i ' 
—-_________________ 
of South Clay avenue, have* re- J lions being 
94 
head 
o f 
ewes. , 4 m u left 3 cow s, 2 calves, I 
Give the boy a n air rifle 
ceived a letter from their 
son, I These sheep wil be inclu ded 
In 
Sergeant J. IL Whitlock, stating J the Public Sale of v arioua items, 
< 
another OVERLAND- BERGER CO- mas. 
clover seed. 
or a steam engine for Christ- 
that he has arrived safe and well 
in France. 
as 
will 
be 
noted 
in 
column of th e Journal. 


SPECIAL 
PRICES 
FUR 
DEPARTMENT 
iERMAN’S. 


PORTER 
CORRINGTON 
RETURNS 


C. M. Strawn, AucL 
BRENNAN’S, South Sandy 


H 
I H 
BHH 
ANDRE & ANDRE 
> 
Thi Stcra Where the Christmas Spirit Reigns 
A G R E A T G IFT C E N T E R 


Offering timely suggestions for Christmas. 
Hundreds o f articles all suitable as g ifts ar© conveniently and choicely displayed' 
for your convenience, and there is a sufficient quantity, we believe, to satisfy the demand, hut nevertheless, we suggest early 
attendance for the best selections. 
“SH O P and SH IP EAKLY.” 
Af L £ 4 T 


Porter Corrington expected to 
•©turn to Belleville today to the 
Scott aviation field. 
He 
says 
army life is all right In time of 
war but in time of peace it is no 
place for a n y man who has aspir­ 
ations or ambitions as there 
is 
little to d istu rb the monotony of 
existence a n d much th a t is weari­ 
some. 
H o speaks in high terms 
of the m a n n e r in which the men 
have been treated as far as 
he 
knows an d says the government 
has done a ll possible for 
their 
happiness a n d welfare. 
He 
says 
they may have to go to 
Camp 
Grant or som e other place 
for 
discharge a s their highest officer 
at the Scott field is a major who 
cannot serv e when demobilization 
takes place. 


QUALITY G IFT ROCKER 
Brown fibre wing effect, loose cush­ 
ion. 
$20. 00 value, special! 
for C h r is tm a s ................. 
’$17.95 


The b est is none too good 
for him— night robes or pa­ 
jamas — FRANK 
BYi^NS 
Hat Store. 


RECEIVE CARDS 
FR O M “OVER THERE” 


G. A. F a u g u st Wednesday re ­ 
ceived several postal card pictures 
from F ran ce, showing the bands 
with which his brothers Fred and 
Will are connected. 
The former 
Is with th e 139th Field Artillery 
band and 
th e 
latter 
with the 
137th. 
T h e y write th a t they are 
well, and a lso that they had met 
Russell P inkerton 
who, 
by the 
way, is th e only one of our boys 
they have r u n across. 


Rocking horses, Doll carts, 
stuffed animals, blocks and 
sleds. 
BRENNAN’S, South Sandy 


H, A. B rew er spent 
part 
of 
Wednesday 
with 
Jacksonville 
friends. H e was returning to his 
homo in Mt. Sterling a lte r a bual- I 
ness /visit in Chicago. 


I.Ill RARY TABLES 
You’ll find a most comprehensive line of 
Library T a b le s here, and they make th e 
gift of gifts. 
All the period designs. A d ­ 
ams, W illiam and Mary, Queen Ann, etc. 
A special s o lid mahogany Adams 
design, 48x27 .......................... 
$35.00 


CANDLE 
STICKS 
make 
splendid 
gifts, and the cost is not great. We 
are showing an unusual assortment 
in mahogany and brass. 
Mahogany 
ones as low a s ..................... 
80c 


CHILD'S ROCKER SPECIAL 
Sclid oak, 
fumed 
finish, durable, 
well made, upholstered 
seat. 
The 
value is un­ 
usual .................................... 
$2.35 


DESK SETH 
m ak e splendid gifts. 
See th e new numbers we 
a r e showing in W alnut and Ebony. Also< 
in Brass and V erdi, as low a s . . . 
$3.00 


H u g s for gifts 
Nothing m o re useful or a p p re ­ 
ciated. 
You’ll fin d the assortm ent here to your 
liking, and in c lu d e Body Brussels, Velvets, W il­ 
to n s, Axminster* and the w orld renowned W hit- 
tals, Anglo P ersian s, in all sizes from 22x3 6 to 
12x15. 
Anyone 
would be pleased to receive 
su ch a gift. 


WINDSOR and o th e r period C h a i r s 
are attractive and can be used any­ 
where. 
You’ll find here rockers and 
•hairs all at popular prices in m a­ 
hogany finish and solid mahogany. 


